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A 
J&L VERSATILE 
uigw@eo060iSERRVANT 
wir Good reterences— 


Users of Jones & Laughlin Steel Pipe will 
testify to its noteworthy performance. It 
is now in use in hundreds of installations 
in cities throughout the entire country. It 
serves in buildings of all types, both large 
and small, and for industrial piping of all 
kinds. The satisfactory service J&L Pipe 
is giving to others is the best evidence we 
can offer of its ability to meet your require- 
ments. Write us and we will supply a list of 
installations for you to inspect. You will find 
the 88-page J&L Pipe Handbook useful. 


A copy will be sent without obligation. 


aj 
| | Bog CONSTRUCTION 
es 0 oy mg 8 my we BB PRODUCTS 
| = : | 3 | Light Weight Rolled Channels 
Junior Beams—Steel Pipe 
Bars for Concrete Reinforcement 
Standard Structural Shapes 
Steel Piling—Nails—Tie Wire 
Fabricated Structural Work 


including Steel Plate Construction 
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A fast-laying and economical pipe of the highest are no bell holes to dig—no joints to caulk. And 


there are less joints to make. 


quality is yours with this new Walworth Pipe. 
Walworth Hi-Test Cast Iron Pipe provides a 


Primarily intended for use on underground 


water and gas lines, it is furnished in sizes 114” most economical and convenient method of pip- 





WALWORTH COMPA R-F 
60 EAST 42nd STREET, NEW YORK 


to 6” inclusive and in 20 foot lengths. The Wal- 
worth Hi-Test Cast Iron flexible expansion joint 
should be used every 80 to 100 feet so as to 
absorb expansion and contraction by means of 
this bottle-tight joint. 

In addition, Walworth provides for making 
all threaded joints above the ground. Expansion 
joints are made with open end wrenches. There 














VALVES 
FITTINGS 
and TOOLS 


Backed by 


ing for water and gas distribution systems, sewage 
treatment and filtration plants and lines in gen- 
eral where corrosive conditions are such that steel 
or wrought iron pipe do not give satisfaction. 

The outside diameter is the same size as Stan- 
dard Steel Pipe. Walworth Hi-Test Cast Iron 
Pipe can be cut and threaded for use with 


standard size threaded fittings. 













DISTRIBUTORS IN PRINCIPAL 
93 Years’ Service | CITIES THROUGHOUT THE WORLD 























Plumbing Ware Division °* 





DOMESTIC 


ENGINEERING 


























THIS [5 QUR POLICY 


More than two years of intensive research 
confirms our conviction that the sale and in- 
stallation of plumbing ware is most satisfac- 
torily achieved through recognized trade 
channels. We know that the recognized whole- 
saler will serve our interests to the best 
advantage, and that we, in turn, are like- 
wise serving the best interests of the master 
plumber and the consumer in making our now 
completed line of newly designed, formed- 
Plumbing Ware 


metal Brigsteel 


community, he is often able to coordinate 
the efforts of plumbing contractors to help 
them secure the most from their market. 
He serves as a reliable advisory source. He 
provides credit facilities and quick money- 
saving delivery service. He assures the 
plumbing contractor a justifiable merchandis- 
ing profit in addition to his service fees. e Al- 
though the volume of our business requires 
that wholesalers be appointed in suffi- 

cient numbers to serve the entire 





available only through a source 
that contributes such stable and 
valuable services to the entire 
plumbing industry. The recognized 
wholesaler maintains an established 
place of business. He sells only to 
recognized master plumbers and, 





by his substantial position in the 








market, we shall adhere rigidly 
to the principle that each whole- 
saler must have a territory ade- 
quate to assure worth while profits. 
With this statement of policy, 
we invite inquiries from _ recog- 
nized plumbing wholesalers who 


are interested in the franchise. 








BRIGSTEEL BEAUTYWARE 


Pre-showing of Brigsteel Beautyware at Chicago Exposition of 
Plumbing, Heating and Allied Products, Stevens Hotel, June 24-27. 


BRIGGS 


MANUFACTURING COMPANY »* 


June, 1935 
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Pr EST-O-LITE Qe: save lime and mney 






@ When applying solder-fittings, Prest-O-Lite torches are 


always ready for instant use. They can be turned on or off as 
needed. They consume only the gas necessary to do the job 
without waste. 


The small, easily controlled Prest-O-Lite flame can be 
focused exactly where needed. This assures the application 
of heat evenly without overheating. There is no danger of 
damaging surrounding woodwork. Even in confined places, 
Prest-O-Lite torches handle very easily at difficult angles. 

Prest-O-Lite torches are low in first cost and substantially 
constructed. They will last indefinitely without repair or 
adjustment. 


Your jobber has a wide variety of Prest-O-Lite torches 
and outfits. Ask him to show you the ones best fitted to your 
mm )=S work. Or, if you prefer, write for complete infor- 
Ts mation. Address, The Linde Air Products Com- 
wee §6pany, 30 East 42nd Street, New York, N. Y. 





THE LINDE AIR PRODUCTS COMPANY 
Unit of Union Carbide and Carbon Corporation % 


UCC) 


In Canada: Dominion Oxygen Co., Ltd. Toronto 





ON SOLDER-FITTING JOBS 


Re eS os os ae | a ae 
ee 2 ° “ - — 


Prost O 


Prest-O-Lite gas in easily portable cylin- 
ders is available everywhere. Exchange 
stations throughout the country can 
supply you quickly with a full tank. 





A wealth of ideas for 
soldering, heating, and 
brazing are in this 
book, “101 Uses for 
the Prest-O-Lite Air- 
Acetylene Flame.”’ 
Send for your copy 
today. 


4 
PREST-O-LITE TORCHES 
O-6114—Torch Outfit includes the lorgest 
of the Prest-O-Lite open flame torches 
and six feet of hose with union . $3.50 
©O-6132 — Prest-O-Lite No. 2 Plumber's 
Outfit includes the same torch as above, 
an extra stem and mixer assembly, and 
15 feet of hose with unions . $5.00 


O-6131 — Prest-O-Lite No. 1 Plumber's 

Outfit includes a large torch the same as 
; above except that it has a needle vaive, 

(210 fb. Pressure Regulator and 15 ft. of 
Phere - ss + 8880 
Ges. 
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SERVICE RECORDS TO HELP YOU 
SELL SCOVILL FLUSH VALVES 


The Chief Engineer of the General Electric Building. New 
York City. reports that not a single one of the 350 Scovill 
Flush Valves in the building have been out of order in over 
three years, no replacement of parts has been needed, a 
few adjustments made without shutting off the water. Let 
us give you other service-record figures to help make sales. 
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TODAY'S SALES MAKE 
TOMORROW'S REPUTATION 


Your reputation is your biggest asset. It is earned 
chiefly on the year-by-year satisfaction of the jobs you 
do. If you choose to handle service merchandise on a 
price-alone basis, you naturally gamble your reputation 
for the small per cent of temporary profit involved. 

Scovill believes—as most plumbers do—that quality 
materials and first-class work are the only background 
for good reputations and solid, continuous profits. The 
Scovill Flush Valve, like all the other products in the 
Scovill line, is built right to render maximum service 
and to show you an honest profit — today, as well as 
tomorrow when the results of your work determine the 
value of your reputation. 

Scovill’s is the only self-lubricating flush valve on 


the market. That's why it works and wears so well. A 





lubricant is permanently packed in it —for smoother 
action, longer service without attention. Outside regu- 
lation and a self-cleaning by-pass eliminate the incon- 
venience of frequent water shut-offs. 

Write to the address below for catalog and detailed 
information on the Scovill line and Scovill quality-profit 
policies. 


SCOVILL 


SCOVILL MANUFACTURING COMPANY 
PLUMBERS’ BRASS GOODS DIVISION, WATERVILLE, CONNECTICUT 








SCOVILL FLUSH VALVES * SHOWER. BATH AND LAVATORY FITTINGS 
MISCELLANEOUS PLUMBERS’ BRASS GOODS 
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‘YOU CAN ORDER EVERYTHING FOR OXWELDING AND CUTTING FROM LINDE 





PIPING MODERNIZED PROFITABLY 
with Oxwelded Joints 


and Linde Process Service 


N old style 30-family building 
was to be modernized. All old 
piping had to come out. New piping, 
involving many more outlets was to 
go in. With oxwelding, the job could 
be done quickly and the ripping out 
of floors and walls could be held to a 
minimum. The contractor bid with 


confidence—knowing he could call on 
Linde Process Service for help. 





Linde Service operators helped the 
contractor train and qualify his men 
in the latest developments in welding 
pipe. Valuable engineering help was 
given in overcoming structural difh- 
culties in running pipe to new loca- 
tions and in laying out new headers 
and special fittings for mains and 
risers. In many instances the nature 
of the work permitted the use of the 


The joints for curving bends in a large heating line are made by Lindewelding—the new 
low-cost, high-speed welding process for steel pipe. 





UCC 


Unit of Union Carbide and Carbon Corporation 


UCC 





Oxwelded piping is adaptable to all types of 
piping services. This elbow in brass pipe ts 
part of a special branch for an air-condition- 
ing system. 





oxy-acetylene blowpipe for hot bends. 
Oxwelding made possible a com- 
pact installation—leakproof and per- 
manent. The work was completed in 
record time and substantial savings 
were made on pipe covering and other 
materials. W hen this job was finished 
the men were skilled in welding. The 
contractor, with the continued help 
assured through Linde Process Serv- 
ice, is ready to capitalize on the in- 
herent advantages of oxwelding on 
any piping job. With this service back 
of him he can bid with assurance 
whether the project is for heating, 
water, air-conditioning or otherservice 
—-no matter what metal is to be used 
—or whether the job is a new instal- 
lation, an alteration, or a complete 
modernizing project like this one. 
Linde Process Service is available 
to all users of Linde Oxygen. It can 
bring these same advantages to you. 
Complete details can be had quickly 


from the nearest Linde sales oftice. 


THE LINDE AIR PRODUCTS COMPANY 





4 





Sales Offices - Atlanta Baltimore Birmingham Boston Buffalo Butte Chicago Cleveland Dallas Deaver Detroit 
El Paso H oustoa Indianapolis Kaasas City Los Aageles Memphis Milwaukee M inaeapolis New Orleans New York 
Philadelphia Phoenix Pittsburgh Portiaad, Ore. St. Louis Salt Lake City San Francisco Seattle Spokane Tulsa 


IN CANADA, DOMINION OXYGEN CO., LTD., TORONTO 





LINDE OXYGEN © PREST-O-LITE ACETYLENE *= OXWELD APPARATUS AND SUPPLIES * UNION CARBIDE 
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In a recent address President Calnan 
of N. A. M. P. urged that you buy 
plumbing fixtures only from manufac- 
turers with a policy that gives plumbing 
contractors a square deal. We are in 
full accord with this view. 

But we know it is often difficult for a 
plumbing contractor to be certain that 
seats furnished by wholesalers are 
made by manufacturers having a favor- 
able policy. To make absolutely sure 
that you are buying from a manufac- 
turer having the plumbing contractor's 
interest at heart—to make sure that 
you are protecting yourself—and to 
make sure that you are aiding the in- 
dustry as a whole — insist on Brunswick 


The Brunswick-Balke-Collender Co. 


623-633 S. Wabash Ave., Chicago 


“Brunswick s Policy 
Keeps Profits within 
the Plumbing Indusiry” 


“Brunswick toilet seat equipment is sold, and 
always has been sold, through recognized 
plumbing wholesalers.” 


QE Pemroung © 


PRESIDENT 


The Brunswick-Balke-Collender Co. 


toilet seats. For the Brunswick policy is 
—and always has been—favorable to 
the industry. We sell only to recognized 
wholesalers. 

Brunswick seats are not expensive. 
Sheet covered seats range in price to 
the consumer from $3.75. 

Whale-Bone-Ite seats are the finest 
that can be produced —and the strong- 
est and most durable. Each seat is 
guaranteed to outlive any building in 
which it is installed. A weil known 
plumbing contractor has truly said, 
“My first profit in Whale-Bone-Ite 
seats is not dissipated by costly re- 
placement expense.”’ 

Your inquiries are invited. 





Established 1845 


BRANCHES IN PRINCIPAL CITIES OF THE UNITED STATES 


To get and preserve at any cost the confidence of the best element of the plumbing profession. 


¥ 
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CROSS SECTION 
DIAGRAM OF 
STREAMLINE 
COPPER PIPE AND 
FITTING | 


















Any Position is the Right Position! 


HEN you are ready to solder a STREAMLINE fitting 

to copper pipe, it does not make the slightest dif- 
ference where the solder feed hole is located— whether 
it be right in front of you— around at the far side —at 
the top, or at the bottom. Solder will feed in just as 
readily from one position as from another. Nature's law, 
capillary action, does the trick every time, when proper 
tolerance, which is always assured with STREAMLINE fit- 
tings and copper pipe, is maintained. 
Be sure that your surfaces are cleaned and fluxed —heat Pipe R ic A aA L l N E 
to the proper temperature — feed the solder THROUGH PI E EAN FITTINGS 


THE FEED HOLE —and let nature take its course. Any O, sicuresn 
position is the right position! Division papi MUELLER BRASS CO. 


VISUAL PROOF 


When you feed solder INTO a 
STREAMLINE fitting it furnishes its 
own visible proof of a leak-proof, 
perfectiy bonded joint by its appear- 
ance as a continuous silver ring at 
the end of the fitting around the ful! 
circumference of the pipe. When the ° 
job is properly done, pressure tes!- 
ing is unnecessary. 




















SAVE your customers from paying 
f{ANCY PRICES for Hot Water and 
MAKE A PROFIT YOURSELF 





(wrves show the large capac 
faces af iS @& (s Rooste rs aft high 
Pressure Heads. 























What are you selling today that can top the B & G Triple Duty System as a money-maker? Where else can 


vou find a selling story so packed with amazing economy and comfort facts . . . so attractive to home owners fed-up 
with extravagant hot water and heating costs? Every existing gravity hot water job is ripe for remodeling 
with a money-saving, extra-comfort B & G Triple Duty System. And for new construction, the high efficiency 


Booster used in this system enables vou to install the smallest, pipes and radiation ever used in hot water heating. 
Get the faets—here’s your opportunity to sell modernization and radiator heat against all comers! 


How B & G Triple Duty Heating Provides Lowest Cost 


Domestic Hot Water, Greater Flexibility and Maximum Comfort 


Heating domestic water 
that heats the house 
nomical method. The 
ample domestic hot water. 


a cost from 50 to 


fired heater Savings 


for a Ba G Triple 


During summer operation, 
ep confine hot water to 
Ifa B&G Valve 


mains, back circulation 


BELL & GOSSETT \ 
5000 Baga — 





with the same boiler rs When heat is demanded by the thermostat in the living 
to be the most eco quarters, the B & G Booster starts up. rushing hot 
Indirect Heater supplies es water instantly to the radiators. When room tempera 


and summer alike, at 
that of a separately 
source alone will pay 


and Indirect Heater a 
both feed and return B 
impossible \% 


i~N-HASE VEEN YT SYSTERVE TIS SNOW COOWNED RY THE HELL & Stes SE TE ¢'a) 
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BaG 
BOOSTER 


BaG B&G 
INDIRECT HEATER FLO-CONTROL VALVE 


Winter and Summer Domestic 
Hot Water at 50 to 75% Less Cost 


ture reaches normal, the Booster shuts off and hot water 
is kept in the boiler by the Flo-Control Valves. Thus 
he it elieeiien rapid, controlled heat is assured at all times. 


FioControl Valves 









B & G Six Step Pipe 
Sizing Manual 


Send on your business sta 
tionery for this simplified 
authoritative book on how 
to use small pipes in hot { 
water heating systems 
Nothing like it ever pub 
lished. 








Chicago 


ARERIED BY LEADING WHOLESALERS EVERYWHERI 
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CHIEAGO FAUCET NEWS 








Issued Monthly by The Chicago Faucet Co., 2700-22 N. Crawford Ave., Chicago, II. 


Vol. 3, No. 8 














Millions of Dollars 
Wasted Daily Due to 
Leaking Faucets 


CHICAGO FAUCETS MAKE 
LEAK PREVENTION EASY 


Every day, diean | the country, 
millions upon millions of gallons of 
unused water go down drains—wasted. 
In Chicago alone, a typical urban area, 
with a population of some three and 
one-half millions, it is estimated that 
316,151,000 gallons of water are wasted 
daily. Part of this huge volume of 
waste is of course due to wasteful prac- 
tices, but the greater part results from 
the 830,772 leaking fixtures known, by 
actual check, to be in operation. 

Similar conditions are general. What 
is it costing your customers for faucet 
leakage annually? Do they know? 
Most householders are unaware how 
seriously a leaking faucet can affect 
their water bills. Have you told them? 
You'll be rendering an appreciated serv- 
ice whenever you point out how easily 
leaks can be prevented or overcome 
with Chicago Faucets. 


BROWNIE SHOWER HEADS 
DISPLACING OTHER TYPES 


Because they 
save from 25 to 
50 per cent of 
the water ordi- 
narily required 
for shower bathing, and 
because of their self- 
cleansing feature, hotels, 
clubs, and apartment 
buildings everywhere are replacing old- 
style shower heads with “Brownies.” 






There’s Lifetime 





tory faucets. 
two-part laundry trays as illustrated, and 
can be supplied with 18-inch spouts for 
three-part trays. All brass, rough nickel 
finished. Descriptive circular on request. 


“SEE YOUR DENTIST AT 
LEAST TWICE A YEAR” 


—andalsothe 
beauty shops, bar- 
ber shops and doc- 
tors’ offices in your 
neighborhood. All 
are prospects, pres- 
ent or future, for 
Chicago Pedal 
Two-water Chicago Pedal Valves. Send for 
Valve. Also furnished descriptive litera- 
for one water. ture. 


‘eo 





THREE YEARS OF HARD 
RESTAURANT SERVICE 
HASN’T FEAZED ’EM 


Just off the 
lobby of the 
Builders 
Building in 
Chicago is a 
restaurant 
completely 
equipped 
with Chi- 
cago Fau- 
cets. If there 
were ever 
conditions to 
try the sta- 
mina of fau- 
cets, they 
are here— 
practically 
constant use, 
and princi- 
pally hot 
water. Recently the manager said: 
“The operating unit of Chicago Faucets 
must be all right, judging from my own 
observation. The ones that have been 
in constant service here for more than 
three years have given no trouble and 
seem still to be in fine shape.” 





Builders Building, Chicago 


tomers get units that 
severe service. 


“stand up” 


Quaturn Laundry Faucets. 
They have the same famous 
standardized, interchangeable 
operating unit as used in the 
finest Chicago sink and lava- 
They are suited to one or 


| 
| 
| 











WASTE OPENS BIG MARKET 


NOW IS THE TIME TO 
SELL BUBBLERS 





Winnebago Wali Fountain. 


With modernization of buildings under 
full swing and the opening up of the 
outdoor drinking season, there is bound 
to be a surge of drinking nozzle and 
bubbling fountain business—for those 
who go after it. The Chicago Faucet 
line of bubblers is extensive and varied. 
The Angle Stream Nozzle, with or 
without volume control adjustment, is 
endorsed by health and sanitation au- 
thorities and is adaptable to all foun- 
tains, both outdoor and indoor types. 
Fountains for wall and cooler installa- 
tions are numerous in the Chicago line. 
Notable among these is the Winnebago, 
illustrated above. Send for complete 
information. 


BUILDING PERMITS INCREASE 


Building permits in New York City for March 
this year showéd an increase in value of 100.8 
per cent over March, 1934, while in 214 other 
cities permits exceeded last year’s values by 
69.7 per cent for the same months, ; eee to 
But ldina ind Bu lding Vana onic n 


Service in These Two Laundry Faucets 


When it comes to recommending faucets 
for the laundry, it pays to see that cus- 
in this 
That’s why attention is 
called particularly to these two Chicago 








































































Goulds now offer this Goulds CID Cellar 


CID Shallow Well Drainer, a recent fast 
Pump priced as low selling addition to the 
as $49.85. Goulds line, only $35. 





Complete New Catalog FREE 


Goulds Pumps, I nc. 

210 Fall Street 

Seneca Falls, N. Y. 

Please send me the New Free Goulds Dealer 
Catalog. 


Name 





Firm 





Address 
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This is the Goulds CID 
Complete Deep Well Pump 
used on all Goulds Deep 
Well outhts, Priced $80.25 
and up. 





THAT SELLS GOULDS PUMPS 


Here is a dramatic and convincing demonstration that you can use as a display. 
Because of the vivid impression it makes it will sell more Goulds Pumps for you. 
Ass shown above, the motor will actually operate a Goulds Deep Well Pump 
mechanism using an ordinary piece of cotton twine for a belt! 

This test proves positively that the Goulds balanced walking beam and link de- 
sign is correct—that the smoothly working mechanism is free from excessive 
friction—that no power is wasted in operating sliding cross heads or other fric- 
tional devices. 

Even the skeptical prospect when he witnesses this test is convinced that a 
Goulds Pump will give him years of satisfactory service at lower power cost. He 
is thoroughly sold on Goulds Pumps before he buys one. And after you close 
the sale, he becomes the satisfied customer whose sincere recommendation 
brings other prospects to you. 

If you are interested in handling the line of pumps that has both performance 
and saleability—send in the coupon now. 


GOULDS 
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Select wi right boiler from these 
thirteen different sizes 


| nal Ine 
all the eo | 
way from ? 








Ea % 
ia "| ae 



























425 SO. FT. STEAM E.D.R. 
to 
9680 SO. FT. STEAM E.D.R. 








There is only one right size boiler for any 
job. The use of any size but the right one, 
penalizes your burner by lowering the econ- 
omy with which it can operate. 


The Fitzgibbons Oil-Eighty Automatic 
offers you that one right size—in one of 
thirteen different sizes from which to select 
the boiler exactly suited to the job and to the : j: 
burner . . . offers you the certainty of high- = 
est burner operating economy . . . offers you 
the opportunity to provide a complete heat- | 
ing unit including your burner, with a mod- / 
ern steel boiler which gives not only abun- if 
dant and economical heat, but also Instant conten OlL 
Hot Water without a storage tank and with URNER 
no outside heating coils. This all year ’round and the 














hot water service helps you make Spring 
sales. 


In this boiler, too, you are offered three 
different types of jacket, all beautified as 
only enamel and chromium can do it. The 
most popular type, with concealed burner, is 
illustrated at the right. 


Fitzgibbons Boiler Company, Inc. 


GENERAL OFFICES: 570 SEVENTH AVE., NEW YORK, N. Y. 


Works: OSWEGO, N. Y. 


BRANCHES AND REPRESENTATIVES IN PRINCIPAL CITIES 


gar 4cil:i ie), | 





FITZGIBBONS 


OIL-EIGHTY AUTOMATIC 


will work Hand-in-hand for better 
burner performance, lower fuel bills, 
greater customer satisfaction, and 
the minimum of profit-eating service 
calls after the installation is com- 
pleted. 


There are sound, convincing rea- 
sons for this, given in full detail in 


The FITZGIBBONS 
OIL-EIGHTY AUTOMATIC 
CATALOG 


Write for a copy today. Ask for 
Catalog D. 


OIL-EIGHTY 
AUTOMATIC 
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Boilers and Radiation 





@ Think of it! You can round 
up your heating prospects and 
get action today! Don’t wait un- =—-_— 
til fall. Crane Heating Systems 

installed now require not one 

cent of payment until October 2, with no money 
down, three years to pay, government approved 
rates, no interest until October 2. 

Nationally advertised, Crane Boilers and Radi- 
ation are accepted with the same esteem in which 
all Crane materials are held. Carefully and scien- 
tifically engineered, these boilers represent an 
amazing advance in ease of installation, in efh- 


ciency, in durability. 





VALVES, FITTINGS, FABRICATED PIPE, 
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For Selling Crane | 2 NO ? 
PAYMENTS || 

UNTIL | 

OCTOBER | 
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The Crane Boiler especially equipped for oil- 
burning, with front mounting plate. A score 
of points in this boiler make for efficiency. 


The public is asking for heating dependability— 
and gets it in Crane Boilers and Radiation. With 


the Crane Summer Finance Plan, you are in a 





position to make quick, profitable sales. Ask 


your Crane representative for full particulars. #2=. 


CRANE 


CRANE CO., GENERAL OFFICES: 836 S. MICHIGAN AVE., CHICAGO, ILLINOIS @® NEW YORK: 23 W. 44TH STREET 
Branches and Sales Offices in One Hundred and Sixty Cities 


PUMPS, HEATING AND PLUMBING MATERIAL 
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Floor model ORTHO-CLIME. Handsome 
in appeoronce, efficient in performance. 
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FRANCHISE 
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/ Ceiling model 
/ ORTHO-CLIME - 
— + also available for 
= wall mounting. 


Large capacity wall model ORTHO-CLIME. 


GIVES YOU ‘Wore THAN JUST 


EQUIPMENT TO SELL... 


It takes more than equipment alone to make 
an air conditioning franchise pay real divi- 
dends. For sales these days go to those who 
can offer installations backed with names 
that mean long experience in practical 
design and manufacture. 

F-M franchise holders know that behind the 
equipment they sell lie motor and pump 
design and craftsmanship second to none... 
a century of practical experience in pre- 
cision manufacture .. . the facilities for 
building a first-quality line. 

Fairbanks-Morse offers alert distributors 
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FALEGAGES WORSE 
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and dealers not only the complete Ortho- 
Clime line, but all the blast coils, compressors, 
pumps and other necessary equipment for 
air conditioning service. A line like this, 
backed by Fairbanks-Morse, means real 
profits to holders of the F-M franchise. 
There is still room left for a few high-grade 
organizations. For complete information, mail 
the coupon. Fairbanks, Morse & Co., Air 
Conditioning Division, 900 S. Wabash Ave., 
Chicago, Illinois. 


BEFORE YOU DECIDE, GET YOUR 
COPY OF THIS FREE BOOKLET. 
MAIL COUPON TODAY 


| cncibiesiiplesheiabiial atari tenedieat ieee 2 oS fee —~—=a me wo 


FAIRBANKS, MORSE & CO. 
900 §. Wabash Ave., Chicago, I! 


Please mail me ( ) free booklet on Ortho-Clime air con 
Nn Comslitivorrre | | ditioners. { ) Information on the F-M franchise 
" Name 


Organization 


Address 


; 
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& After finding a prospect for a new or replacement 
job the toughest argument to beat has been ‘‘No 
Money.’’ 

Now you have a made-to-order answer that knocks 
the props from under the ‘‘No Money”’ obstacle. 
Take along a FHA application blank. Explain to 
your prospect that he can pay for an up-to-date 


GRINNELL 
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plumbing or heating job just as he pays for his new 
car—in easy monthly payments. 

You will be expected to guarantee your work. 
Standardizing on Grinnell Fittings is your protection. 
They insure you against the failure which frequently 
happens with poor fittings, resulting in costly replace- 
ments. 


COMPLETE 
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Rug ged Airtight Joints with 


Grinnell Malleable Iron Unions 


Grinnell Air Furnace Malleable Iron 
Unions are produced with a care and 
exactitude which makes it possible to 
install them and forget them. 

Once installed the Bronze-to-Iron 
Joints are airtight and trouble-free. 
Unions may be loosened and tightened 
frequently without affecting the posi- 
tive sealing of this joint. 

Sharp, clean threads assure easy start- 
ing and rapid erection of piping. 

The superior Grinnell Air Furnace 
process eliminates the possibility of sand- 
holes which are the cause of wall leaks 
in inferior unions. 

For Better Jobs with Less Labor ... 
Standardize on Grinnell Fittings 


Keep a copy of our Catalog No. 3 


for handy reference 





GRINNELL COMPANY 
EXECUTIVE OFFICES Se PROVIDENCE, R. 1. 
Branch Offices in Principal Cities 








THE GRINNELL 
DISTRIBUTOR 
IS ALWAYS READY 
TO HELP YOU 


He maintains all these ser- 
vices for your assistance. 


Complete stocks of fin- 
est quality fittings 


Immediate Delivery 


Immediate price and 
product information 


Complete catalog serv- 
ice on any item or line 


Competent knowledge of 
product applications 


Material estimates for 
any set of plans 


Double assurance — he 
has selected his lines 
carefully so that he can 
give you his own assur- 
ance plus that of the 
manufacturer. 


It pays to depend upon the 
Grinnell Distributor for all 
of your piping requirements. 


YT HEATERS FABRICATED PIPE 
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The Standard Electric 
Janitor Package with 
the New Heat Lev- 
eling Thermostat... 





CONTROL PROGRESS 
MINNEAPOLIS 
HOME YWELL 



















THE “HEAT-LEVELING” — 
CLOCK THERMOSTAT which 
automatically lowers and restores 
temperature at any predetermined 
hour to conserve fuel. Furnished with 


the De Luxe Electric Janitor Package. 


TW. .the 
HEAT LEVELING 
Thermostat with the New 


ELECTRIC JANITOR 


at a New Low Price 


E\W/ COMFORT. New Economy. Both are now available to users of 

hand fired heating plants with the new Minneapolis-Honeywell Electric 
Janitor, with the sensational and revolutionary Heat Leveling thermostat. 
This new type thermostat operates on a proved heat actuated principle. When 
the thermostat calls for heat, a small metal heat retainer or sponge’ is elec- 
trically heated. This causes the thermostat to close the drafts before overheat- 
ing canoccur. The “sponge” also provides a minimum “on’’ period (from 
6 to 14 minutes depending upon adjustment) and assures the generation of 
sufficient heat to circulate. Thins the Electric Janitor Heat Leveling thermostat 
eliminates both under-heating and over-heating and provides leveled tempera- 
ture at all times. With all its improvements, the Electric Janitor Package has 
a new low price. For complete information write Minneapolis- Honeywell 
Regulator Company, 2801 Fourth Avenue South, Minneapolis, Minnesota. 


Branch and distributing offices in all principal cities. In Canada: Minneapolis-Honeywell Regulator Co., 
Ltd., 117 Peter Street, Toronto. European sales and service: 233 Heerengracht, Amsterdam, Holland. 


MINNEAPOLIS -HONEYWELL 
Control Systems 


INSTRUMENTS FOR INDICATING AND RECORDING 





BROWN 
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Sell bigger Units at 
greater PROFITS... 


ENGINEERING 
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EVERDUR METAL 


“Everdur” is a registered 
trade-mark identifying 
products of The Ameri- 
can Brass Companymade 
fromalloysof copper, sil- 
icon and other elements. 








You needn’t limit your sales efforts on 
Everdur storage tanks to private homes. 
Sell them in the larger sizes to factories, 
office buildings and stores. It can be done 
... for it is being done. 

In Pittsburgh, the Joseph Horne Com- 
pany bought a storage tank of rustable 
metal just four years ago. It gave good 
service for a time... then the inevitable 
happened. It rusted and was replaced with 
a tank of rust-proof Everdur. And an enter- 
prising plumber contractor (Geo. H. Soffel 
Co., Pittsburgh) engineered the job, 
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This Everdur storage tank... 500-gallon capacity and 
tested to 300 Ibs. pressure .. . was made by Wm. B. 
Scaife & Sons Co., Oakmont, Pa., nationally-known 
maker of Everdur range boilers. Inthe Joseph Horne 
Company store in Pittsburgh, it replaced a rusted tank 
which lasted only four years... but the new Everdur 
tank will last indefinitely. For Everdur cannot rust! 
Plumbing Contractor: Geo. H. Soffel Co., Pittsburgh. 
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Storage tanks of rustless Everdur 
to stores and office buildings 


made the sale and pocketed the profit! 


Everdur is copper... scientifically alloyed 
to provide the strength and welding prop- 
erties of steel! And it cannot rust! Store 
owners as well as home owners and others 
appreciate this fact, for all of them want 
hot water that is rust-free. .. not only 
when the tank is new, but indefinitely. 

Progressive and far-seeing makers of 
automatic water heaters and range boilers, 
as well as leading manufacturers of larger 
heaters, use Everdur exclusively for all 


rust-proof equipment. 


THE AMERICAN BRASS COMPANY 
General Offices: Waterbury, Connecticut 
Offices and Agencies in Principal Cities 
In Canada: ANACONDA AMERICAN BRASS LTD., New Toronto, Ontario 


EVERDUR METAL for TANKS 
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$1052 ... That's the price of a complete 


Monel Metal Sink-and-Steel Cabinet Unit 
...and does help you get jobs! 


M°ox METAL in the kitchen . 
that’s something to talk about, 
something to push, something to sell! 

New low prices on all standardized 
Monel Metal sinks, and a moderniza- 
tion loan under the N.H.A., provide 
strong talking points to take up with 
architects, property owners, builders 
and home owners who may be inter- 
ested in modernizing. Just consider the 
easily installed sink-and-cabinet unit 
shown above. 





THE SINK 
Regular Inco Monel Metal “cabinet sink.” 
Solid metal... 
crack or wear off. Rust-proof. Corrosion re- 
sisting. Stronger than steel. Easy to clean 


no surface coating to chip, 


Everlastingly beautiful. 


Nore: Price of $105.50 does not include faucet. 
Same unit with 11/4.” backsplash, instead of 8”, is 
only $99.50. (Both prices East of Rockies.) 
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THE CABINET 


Heavy, rigid. Constructed of selected furni- 
ture steel. Baked Dulux enamel, white or 
ivory. Integral toe space. One piece assembly 
... nothing to put together. Cutlery drawer, 
partitioned and bottom lined with linoleum. 
Under left hand drainboard, drawer and 
cupboard with one shelf. Under right hand 
drainboard, three drawers. Cupboard under 
sink bowl has flush floor. Doors and drawer 
fronts insulated against noise. 


Send for catalog of latest models of Inco Stand- 
ardized Monel Metal Kitchen Sinks. Distributed 
East of the Rockies by Whitehead Metal Products 
Co. of New York, Inc., 304 Hudson Street, New 
York, N. Y. Write to them for further details. 


THE INTERNATIONAL NICKEL 
COMPANY, INC. 


67 WALL STREET NEW YORK, N. Y. 


Monel Metal 





approximately two-thirds Nickel 


AEN 





Monel Metal is a registered trade-mark applied to an alloy containing 
and one-third copper. Monel Metal is 
mined, smelted, refined, rolled and marketed solely by International Nickel. 
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WHEN TELLING 


LIES 


is sometimes understating the truth 











OU know there are times when 
a fellow can do a little fancy 
lying and still be telling the truth. 


Take our Built-in Oil Burning Boiler, 
for instance. Knowing exactly why 
it was designed the way it is, and 
having met the tests the way it did, 
it just seemed to us, it couldn’t help 
making a real economy record for 
itself, 

So we said it would. Which might 
come: under the head of lying and at 
the same time telling the truth. Now 
let’s sit down here and finish our 
chat. 


First, do you mind if we get right 
down to brass tacks and talk your 
kind of honest-to-goodness hoss sense ? 
All right then. Isn't it so that one 
of the weak features of oil heating is 
the heat lags? ‘That cooling down 
between firings ? 

Suppose then, there was some way of 
storing up heat, just as a battery does 
the juice when your car is running. 
Doesn't it look like common sense 
that the lag loss would then be less, 
and the heat pick up quicker? It 
would mean oil saving. 


So much for that. Now let us ask 
you a question. If a boiler is so thor- 
oughly and entirely insulated that 
practically no heat escapes, where else 
can that heat go but into the water? 


FINANCING PLAN Don't let any heating 


job get away from 


you because of money lacks. We have a plan you can 


finance under. 


If then the temperature in the com- 








bustion chamber is 2350 degrees and 
that of the stack 350, as it is with 
this Built-In Boiler of ours, then the 
difference, or that 2000 degrees, must 
be doing a real heating job. 


If by the same token, the air intake 
on the combustion chamber is such 
that when the burner is off, there is 
no cool air coming into the oil burner 
chamber, then the heat is sure enough 
stored for a considerable time. It’s 
bound to cut down the lag. 


Besides which, the refractory is made 
of a heat retaining material that also 
holds or stores it, insuring at once a 
complete combustion the instant the 
burner starts. 


All of which, combined with effec- 
tual insulation, means that so much 
of the heat that escapes and is en- 
tirely lost, or that is cooled down in 
other boilers, becomes “‘canned heat” 
with the Burnham. 


As a result of all these points, we 
have on record for you to see, some 
economy results that make our former 
true-truths, seem like regular lies. 
Lies, because they so strongly under- 
stated the real fuel economy facts. 


Of course, all the facts and the names 
and addresses of all these fortunate 
users are yours for the asking. 





Irvington, N. Y. 


Offices in All Principal Cities of the United States and Canada 
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WE THOUGHT OF EVERYTHING IN THE NEW 
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THERE'S quality in every inch of this great new 
ballcock. Because we thought of everything, and made 
No. 18 to overcome all usual objections. For your cus- 
tomers, we made it quiet, efficient, long-wearing, and 
easily adjustable to all kinds of pressures and tanks. 
For you, we made it easy to install and service, sure 
to give satisfaction, and sound to increase your good 
reputation wherever you install it. It is real M-VB 
quality all through. 








Your jobber can give you details and prices— 
No. 18 is priced in the popular range. Ai letter to the 
address below will bring you the complete M-VB cata- 
log, with all the latest additions to this famous line. 


1 Even at high pressures, it takes a standard 
4”’x 5” float. 


2 A powerful, new condensed leverage makes 
it easy to install in close tanks, easy to get at the 
regulator. 





3 Hard rubber regulator cuts down corrosion. 
prevents freezing, gives plunger full bearing in rubber 
for its entire length. 


4 Adjustable to absolute silence at pressures 
from 200 to 5 pounds. Fills the tank quickly—at 5 
pounds, in only 100 seconds. 


5 Thumbscrews are cast bronze, typical quality 
construction. 





MORENCY-VAN BUREN DIVISION 
Scovill Manufacturing Company 


STURGIS MICHIGAN 











A COMPLETE LINE OF CLOSET TANK FITTINGS 














ororenen All the Way Through 


EWANEE 


ROUND TYPE “R” 


Steel BOILERS 
For Heating Homes with Oil The fine jacket com- 


pletely enclosing the Kewanee Round “R”, teamed- 





{ up with the burner specified by your customer, is only 


the crowning touch of a heating unit that’s good all 
the way through. Kewanee believes in fine appear- 





ance...and for beauty and “eye appeal” the Kewanee 
in its Round, Square or Regal Jacket is outstanding. 

But for performance it's what's under the jacket 
that counts... and it is on the boiler itself that 
Kewanee builds its reputation. ......... So 


Under its handsome Jacket 
is a healthy Heart of Steel 


with these outstanding features to insure dependability 





— be 1. Large steam space provides reserve of dry steam. 


Q_90 
— ~ P—. 
* Pt 


, | 2. Hot water coil—heats 75 gallons of water 50 to 


oe gt | 150 degrees every 3 hours, an abundant domestic 
Saas, Poo ~ supply. 
a pply 


3. Balanced draft adjuster... automatic, accurate 
ond even control of draft saves much fuel otherwise wasted. 








4. Large Firebox — ample space to burn fuel completely. 
May be financed ES | | 
on KEWANEE time | Fig, 2 5. Heavy base. All castings extra substantial for long life. 





payment plan -_ (oe . 4 i ge é : 6. insulated doors — prevent waste from radiated heat. All 
yer. : : doors and frame joints ground smooth and gas tight. All 
door openings plenty big enough for inspection. 





7. Two-Pass tubes — large enough so they wont choke up. 


8. Spinner blades moke the hot gases scrub the side walls 
so more usable heat is taken up by the boiler water. 








Get the facts of Kewanee dependability, economy and tow cost 
from the nearest of any of our Branches in sixty-one cities. 


KEWANEE B@ILER CORPORATION 
KEWANEE, ILLINOIS 
Eastern District Office: 37 West 39th St.. New York City 
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sk 
N c w Century Squirrel Cage Polyphase Motors! 


* New overall ability that meets all demands of all types of 
Air Conditioning Installations—more exacting than any other. 





* New design and performance, as only a test under your own 
operating conditions will demonstrate. 


Rigidity that withstands shocks, strains, and stresses of heavy 
drive conditions. 


* New Eye Value that adds *New Sales Value to any motor- 
driven product you make. 
1/6 to 600 Horse Power... Consult Century Engineers. 


CENTURY ELECTRIC COMPANY 


1806 Pine Street f ’ St. Louis, Mo. 
Offices and Stock Points in Principal Cities 


*New BULLETIN 


No. 6-1-1]... Illustrates and describes construc 
tion and design features of these *New Cen- 
tury Squirrel Cage Induction Polyphase Motors. 


































WE HAVE ALWAYS BEEN SPECIALISTS IN 








* QUALITY BRASS * 
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K-3395 — SPEAKMAN Anystream Self- 
Cleaning Shower Head (Pat. Jan. 2, 
1923, and Nov. 3, 1931). 








K-2634-M—SPEAKMAN Built-in 
Metaline Heavywate Shower. 
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K-3365—SPEAKMAN Built-in Mixometer. 







Ours being a strictly brass line we 
can concentrate all our efforts on a single 
purpose — the development of better 


and more efficient showers and fixtures. 


No detail of any of our fixtures is too 
small to be overlooked—for instance, the 
washer retaining screw in all Speakman 
valves is now made of Monel Metal 
which resists the action of corrosive 
waters. This is very important especially 
when the valve has to be rewashered. 
Ordinary brass machine screws frequently 
break off at the slot or stem when being 
rewashered. This frequently involves the 


cost of tapping out or replacing the stem. 


It is by this constant attention to a single 
line — brass that we have gained the 
reputation for making the finest line of 
showers and fixtures in the world — the 


kind that you can install and forget. 


SPEAKMAN COMPANY 


Wilmington, Delaware 
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K-4656— SPEAKMAN Act- 
Easy Pop-up Bath Waste. 
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K-5504-M — SPEAKMAN Grace-Line Sink 
Fixture, with Hose and Spray Head. 
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K-5010 — SPEAKMAN Unit- 
Acto Lavatory Fixture. 











SPEAKMAN Showers & Fixtures 















HE depression may have halted building, but not 
Bridgeport’s preparations for better days. 

During a period when many were merely marking time, 
we have been busy perfecting a complete and thoroughly 
modern line of tubular goods for the building era we 
knew was coming. 

Both cast and wrought items of new design have been 
added. Distinctive features were devised to simplify the 
Plumbing Contractor’s work of installing. Heavier, more 
substantial construction, improved, lasting finish, better 
packaging . . . all these you will find in the Bridgeport 
traps, plugs, supply pipes, shower accessories, wastes and 
overflows, fittings, etc., etc. The pictures on this page 
show but a few of several hundred items. 

The Bridgeport line represents the ideas of practical 
men... jobbers and contractors in all parts of the coun- 
try who co-operated with us in designing it. 

Bridgeport products are sold only through recognized 
jobbers. Ask your jobber about them. You have often 
wanted the kind of merchandise embodied in this new 
line. Here it is... at your service and reasonably priced. 
Write us today for complete catalog of Tubular Goods. 


BRIDGEPORT BRASS COMPANY 
Established 1865 
BRIDGEPORT CONNECTICUT 
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No. 1—So easy to inspect 
and clean Monel Metal 
Screen Filter, in the 
strainer. 








No. 3—Relief Valve re- 
placement of removable 
disc, container and seat 
very simple. 
















No. 4—Testing Lever on ( 
Relief Valve for checking i 
purposes when quick test H 
is desirable. 


No. 2— Reducing Valve 
dise, or seat, replaced 
without disturbing the 
bonnet or adjustment. 




























: VS 
: Ost Access ble Control 
x | * the Markel... 


We build our products so that they will perform for many years giving satisfactory 
and dependable service. 


So do reliable Watch Makers, but the best highest priced watch ever made will, 
in time, require adjustments and cleaning at intervals. 


Hot Water Heating Controls are no different. Periodic cleaning and inspections 
though INFREQUENT are VERY IMPORTANT when contractor or owner wish 
to make them and for this purpose our EXCLUSIVE design feature of 3-RE- 
MOVABLE nuts as shown above not only makes KAINER GOVERNORS the 
easiest to inspect and clean but allows that this be done without the SLIGHTEST 
DISTURBANCE to the MAIN adjustments. 


See Your Nearest Jobber or Write Us for Literature. 


KAINER &© COMPANY 


761 MATHER ° ° SCMmIiC AGO. I Le 
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KEEP BUSY ALL SUMMER 


Spencer Summer Plan_ 
[BLANE : 2S | 


& MILLER -- HEATING CONTRACTORS 















NOW IS THE TIME TO 
HAVE US INSTALL A 


SPENCER 
Cutomal’ 


MACALINE FEED 
HEATER 
rd -NO PAYMENT UNTIL SEPTEMBER 
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Spencer believes you can get people to buy new Heating Equipment in summer, just the 
same as they will buy fur coats in August—as the result of a special inducement. Spencer 


now makes it possible for heating contractors to offer customers this inducement:— 


“Spencer Automatic Magazine Feed Heater installed any time during the Spring or 
Summer months, with NO CASH OUTLAY until September, when monthly payments 
start under the liberal terms of the Federal Housing Time Payment Plan.” 


Talk and advertise this Spencer Summer Plan now while people still have the unpleasant 
heating experiences of last winter fresh in their minds. Show them the advantages of in- 


stalling Spencer Automatic Heat now, instead of leaving it for the last-minute-rush in Fall. 


SPENCER 


MAGAZINE FEED 


HEATER 


Once or twice in 24 hours fuel is 

placed in Spencer’s storage magazine. 

It feeds itself to sloping grate 
fast or slow as needed 












C-N Series J and L Series 
For Larger Anthracite or Coke For No. 1 Buckwheat Anthracite 
Costs Little or No More Than Ordi- Savings with this Low Cost Fuel, help 
nary Heaters, and has all of Spencer’s cover the monthly payments. Economy 
exclusive magazine feed advantages. PLUS Convenience and Comfort. 


Write today for the full details of the Spencer sales program. 
SPENCER HEATER COMPANY, WILLIAMSPORT, PENNSYLVANIA 
Branches in principal cities 


Most Comfortable Heat in the World —and at Low 
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GOOD BRASS 


You can build from the curb through the entire house with good 






























Hays Brass. The Hays Copper Plumbing Method—the strongest and 
most economical rust proof plumbing line on the market — makes ! 


boosters out of customers. 


Hays gives you a great selection of staple Brass and the finest choice 
of matched Tub, Shower and Lavatory Fixtures in scores of com- 


binations to meet every taste and purse. 


You can match your skill with dependable Hays Products and know 
that a 66 year old reputation for quality is back of every piece of 


Hays Brass that you install. 





DOUBLE 
SEALS 


There are more than 
400 styles and sizes 
of Double Seals. 
They tie in with iron 
pipe lines—ideal for 
replacement work. 
Every joint is a 











union joint. Write 
for catalog, section 3. 
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Manufacturer 
to Wholesaler 
to Plumber 





Hays Products have been 


sold thru your wholesaler 


— 


since 1869. We recommend 


that you continue to buy 





that way. He is your man 
“Friday” renders you a 
valuable service and de. © 
serves your 100% support. 

Ask him for Hays Quality 

Brass Goods. 


HAYS MFG. CO. 
ERIE - - - PA. 


HAYS oiuaiiry BRASS ; 


COPPER PLUMBING BATH FIXTURES nee a ee 


nr ORE RE PRN sete 





PLUMBING BRASS GOODS from Street to Bath e* ee Gg I vee ae 
































hearth men it’s just “moly.” 


age of most other alloy additions. 


Iron. Added at the end of the re- 
fining period, the “moly” and cop- 
per lose their identity and form a 
new open hearth iron, copper and 
“moly” alloy. 

“Moly” produces and maintains 
a uniform grain of the proper size. 
This results in remarkably high 
rust-resistance of like degree at 


Republic Steel 





DOMESTIC 


Vt rns the Lric 


Metallurgists may call it molybdenum, but to the open 
“Moly” is far more potent than the same percent- 


“Moly” multiplies many times the effectiveness of 
the increased copper content employed in Toncan 
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stressed as well as unstressed portions of the metal. 

Thus, this alloy is soft, ductile, and tough—de- 
pendably uniform in its rust-resistance and working 
qualities—unsurpassed by any ferrous metal in the 
same price class. 

Toncan Iron Pipe is setting new life records in 
many severe classes of service—in 
brine wells, in plumbing, heating 
and cargo lines on shipboard, in 
acid sludge lines in refineries, in 
coal mines, in chemical plants and 
throughout general industry. 

The story of this modern alloy 
pipe is plainly told in “Pipe for Per- 
manence.” May we send a copy? 


COB PORATION 


GENERAL OFFICES:-+- YOUNGSTOWN, OHIO 
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When youre in 
the classitied aw 
Tara nitiite book r N 








-- new Business comes your way 


A® conditioning, oil burner, water heater, bathroom 

fixtures — people turn to the classified telephone 
directory to find someone to do the job. 

When neighborhood prospects find you listed there, 
you get the business! Business that you would not get 
otherwise! New customers that are likely to become 
steady ones! 

It costs very little to be adequately represented in 
the classified directory. See that your name appears 
under every important classification pertaining to 
your business; also that you are listed under the a. 
brand names of advertised products you sell. uf by 
Just telephone your Directory Representative. “««# 





rane," i Lats 
& Where to Buy |! 
vailabile t : 
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It offers, an 
draft controls. 









It lends itself to window display to attract the passer- 

by for shower curtain hold-backs, chain and s 

assemblies, and other household uses. 

ae And for those to whom extra brilliance appeals B 
Trade Mark Reg. U.S. Pat. Of. CHAIN* may be had in a durable chromium plate finist 

ee: as well as in the solid nickel silver that is standard with 

g industry. Ask your jobber. 








_—~ 





U. $"PAT. OFF. 
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Horse Sense 


on this Question of | 


Copper Fittings ii 
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There’s no trick stuff about NIBCO Copper Fittings for 
drainage and supply lines. You never have to stand on 
your head to apply the solder at any particular spot—any- 
where around the edge of the joint does the job thoroughly 
and perfectly. The entire depth of the cup presents a 
smooth, unbroken surface so that capillary attraction 
makes a solid and substantial joint when solder is applied. 
The uniform thickness of the cast wall carries the heat 6f 
the torch evenly to all parts of the joint. No fittings on 
the market provide a stronger or more easily soldered con- 


nection than NIBCO. 








SoLbDeER WIRE 









| nn nnn 


wv 


be Our method is as old as the hills. We admit it. We're 
not trying to fool anybody with novel gimcracks that don't 
mean anything. Try and fool an old-time plumber on 
such a thing as a sweat joint! Horse sense answers with a 
horse laugh. 


Ae 2 ee 


UNBROKEN 
Surraces Fort 
So.iver SEAL. 


Firvine Z, And about drainage fittings, especially —NIBCO offers 

Z the long turns which are required by many city codes. 

That’s just one illustration of the enduring NIBCO policy: 

= daaee tae to provide copper fittings to do the job, properly and eco- 

1 gt I aggy + Men oragy 2 nomically. Ask your jobber about NIBCO fittings. They 

oe SS eee are still leading in the great development of copper plumb- 
by capillary attraction, ing. 


NORTHERN INDIANA 
BRASS COMPANY 


ELKHART, INDIANA 


Makers of Ace, Duce and Jack Tank Fittings 
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CRANE C€C182-T COMPEER LAVA- 
TORY. Recessed fittings. Integral 
spout. Rectangular basin with splash 
lip. Chromium plated legs. Handy 
towel bars. Pop-up waste. 


CRANE C10991 MAURCLONIA 
CLOSET. Reverse trap with jet. 
Close coupled. Six-gallon china 
tank with shelf cover. 





< UMBRELLA MENDER 


-~— 







CRANE CO., GENERAL OFFICES: 836 S. MICHIGAN AVE., CHICAGO, ILLINOIS ® NEW YORK: 23 W. 44TH STREET 


VALVES, FITTINGS, FABRICATED PIPE, PUMPS, HEATING AND PLUMBING MATERIAL 
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@ Tony, who mends umbrellas, never went 
to school. But his plain curbstone-economy is no less 
practical on that account. “I work just as hard selling 
a cheap umbrella cover as a good one. So why not 
sell the good one and make more money? Folks want 
the good ones anyway—all they need is a little pushing.” 

Who wouldn’t rather sell a better grade of plumb- 


ing? It costs no more to sell it, and profits are bigger. 





Folks are through compromising with quality. They 
want something for their money. When you offer 
Crane quality, you’re giving the customer what he 
really wants, at a price he is willing to pay, making 


yourself more profit and adding permanently 





satisfied customers. 





CRANE €C3284—LF32 CORWITH BATH. Porcelain 
enameled on rigid cast-iron. Modern lines; broad 
flat bottom; concealed pop-up waste and over-fiow. 





Branches and Sales Offices in One Hundred and Sixty Cities 
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THERE IS A BETTER NASH PUMP 
FOR EVERY INDUSTRIAL NEED 
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NASH ENGINEERING COMPAR T 


SOUTH NORWALK, CONNEC TIGCa1, i. 3. A. 
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tion does for our in- 





dustry.” 








W. S. 
Indiana. 


The Supreme Court Decision 

What does the Supreme Court deci- 
sion on NRA mean to our industry? Every business 
man is asking this question. In order to bring imme- 
diately to our readers the opinions of leaders in the 
plumbing and heating industry, we have gathered, by 
telegrams and letters, expressions from prominent con- 
tractors, wholesalers and manufacturers. You will 
want to study the comments of these leaders com- 
mencing on Page 42 of this issue. 


Uncle Sam Bows to Plumbing 

The importance of good plumbing 
in protecting public health has finally been officially 
recognized and confirmed by the United States Govern- 
ment. This official recognition is contained in House 
Joint Resolution 254 which was unanimously passed by 
both houses of the Congress last month. The resolu- 
tion directs that the United States Public Health Serv- 
ice shall conduct a survey of all the plumbing in Fed- 
eral buildings throughout the United States and also 
make a study of and report on the relation of plumb- 
ing and public health. This action foreshadows a large 
volume of modernization work for our industry. 


Rush Your Prize Entries! 
The Second FHA Prize Contest 


closes on June 8 and all entries must be post marked 
before midnight of that date. The prizes, including the 
one-half ton International motor truck, which is the 
first prize, will be awarded at the annual convention of 
the National Association of Master Plumbers in Chi- 
cago by Ward M. Canaday, assistant administrator of 


the FHA. 


Reducing Installation Costs 

One of the main factors regarding 
the sale of hot water heating installations, in the past, 
has been the large size radiators, the large size piping 
and similar items, with corresponding expense. Now, 
it is possible to reduce the cost of hot water heating in- 
stallation by using forced circulation and by carrying 
higher average temperatures in the system, which in 
turn permit the use of small pipe sizes, small radiators 
and the like. This naturally widens the market for 
this type of heating by bringing it within the reach of 
more prospective purchasers. An article in this issue 


tells how to determine the radiation, the size of the 
circulation device, the size of the boiler, the equivalent 
length of runs necessary and other important factors 
in designing this new type of hot water heating system. 


N. A. M. P. Set for Big Meeting 


The National Association of Master 
Plumbers is making big plans for its 53rd annual con- 
vention which will be held at the Stevens Hotel, Chi- 
cago, June 25 to 27. The association has opened con- 
vention offices in the Stevens Hotel in order to expedite 
the handling of convention and exposition details. The 
convention program will emphasize practical business 
discussions designed to assist plumbing and _ heating 
dealers in meeting present day problems. At the time 
this was written, more than 75 per cent of the exhibit 
space had been sold for the exposition of Plumbing, 
Heating and Allied Products. A story in this issue 
gives the latest news on the convention and exposition. 


Seventeen Convention Reports 


The past month has been another 
big one from the standpoint of conventions. This 
issue contains reports on seventeen conventions, includ- 
ing the 46th annual convention of the Heating, Piping 
and Air Conditioning Contractors’ National Associa- 
tion, the spring convention of the Eastern Supply As- 
sociation and reports on fifteen state master plumbers’ 
conventions, namely, New York, Texas, Idaho, New 
Jersey, Indiana, Louisiana-Mississippi, Oregon, Penn- 
sylvania, Massachusetts, Florida, Missouri, Kentucky, 
Connecticut, South Carolina and Tennessee. There are 
many pictures of individuals—perhaps you or some of 
your friends appear. 


Watch the Next Issue 

Next month’s issue will contain a 
wealth of interesting material. Two things that will 
stand out prominently will be the report on the annual 
convention of the National Association of Master 
Plumbers and the listing of the prize winners in the 
second FHA Prize Contest. The July issue will also 
contain a story describing the sales methods used hy 
the grand prize winner in this contest. 
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MODEL 33 
Made in | size only. 


Maximum capacity 
1400 Gals. per Hour 


Retail Price 


$39.50 F.0.8. DETROIT 


HE quality of every product is 
determined by its background of 
experience, manufacturing facilities, or- 
ganization and business policies. That 
is why the background behind Penber- 
thy Automatic Electric Sump Pumps is so 


important to the plumbing contractor. 


Penberthy is a pioneer builder of auto- 
matic electric sump pumps and un- 
oAUL=-3 0 oh ole dol h am ele tM ole le MB eole) ac ME=> 601-5 a1-)oler= 
in this field than any other manufacturer. 
High grade workmanship. the best 
materials and most advanced design 
Von dem 100g s1210 WS a-selel-s otek ae abtost ol-memeletiley ce 
wide reputation for satisfactory per- 
formance. Penberthy considers it an 
obligation to provide the greatest dollar 
value ... to give the plumbing con- 
bce fob Lo) Me Moh delokblet Mel: MoloteMaclore)ssbect=selemesele! 
sell with complete confidence that its 


performance will reflect to his credit. 


Penberthy Injecter Co. 


Manufacturers of Quality Products Since 1886 


DETROIT. MICHIGAN e WINDSOR, ONTARIO 


MODEL E 


Made in 5 sizes. Maximum 
Capacity 3600 Gals. per Hour 


Retail Price (Size No. 1K) 
5, 0 F.0. 8, DETROIT 
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SEE IT IN OPERATION 


The “TOLEDO” Representative in your territory 
will be glad to demonstrate to you the superiorities of 
the “TOLEDO” No. 999 Super-Model 1" to 2” Power 
Pipe Machine. He will be glad to bring the machine 





right to your door, demonstrate and explain its opera- 


tion and exclusive features thoroughly. 


Threads 2” pipe in 15 seconds, cuts it off in 14 sec- 
onds. Four blade cutter head. Separate quick-open- 
ing die head and dies for each size. Instant die change. 
Safety friction gear. Centrifugal type oil pump. Switch seh iiniaiai tieaiitiniaaas 





Machine on enclosed steel 

stand with rubber tired 

wheels. Capacity ':" to 2’ 

The fastest, most efficient small pipe machine. See — complete as 
ustrated. 


your dealer, arrange with him for free demonstration. $382.50 


guard. Rack and pinion with thread length indicator. 





{F. 0. B. Toledo, Ohic or 
your dealers stock ) 


8 “TOLEDO” demonstration 
trucks each fully equipped, 
and manned by factory trained 
representatives, are ready 
to nei to you the 
superiorities of “TOLEDO” 
pipe tool equipment. Avail 
yourself of this “TOLEDO” 


demonstration. Write us. 


“TO DO 








PIPE TOOLS 





THE TOLEDO PIPE THREADING 
MACHINE CO. TOLEDO, OHIO 


NEW YORK OFFICE, 72 LAFAYETTE ST. 
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Building Revival Affects N.R.A. Ruling 


When the Supreme Court upset the NRA, it set 
every business man studying the effect of this ruling 
upon his own activities. The final sweeping aside of 
a program which at its inception had promised Amer- 
ican business the sure road to progress and profit, nat- 
urally brings change. Whether that change will be 
important or not, will be quickly apparent. 

As a means of bringing promptly to its readers the 
timely comments and advice of selected business lead- 
ers in our industry, DomMEstic ENGINEERING by wire 
and letter has assembled the opinions of representative 
men in the contracting, wholesaling and manufacturing 
branches. Their comments, both individually and col- 
lectively, offer our readers the best judgment of our 
industry in the first few hours after the important 
Supreme Court decision. 


Affects Others 
More Directly 


In an analysis of the NRA decision and its effects 
on our industry, it is helpful to carry three essential 
factors in mind. 

One is the fact that many of the major influences 
exerted by NRA were apparent principally in industries 
other than building. Child labor and the raising of 
sweatshop wages received the first publicity nearly two 
years ago. Disturbing news about wage cutting, price 
wars, labor troubles, etc., have come from those very 
industries which at the beginning made NRA appear 
as an effective tool to put business back on its feet. 

Our own industry, for instance, did not come under 
code control for some months after these consumer 
trades, the manufacturers getting their code in Feb- 
ruary, 1934, the plumbing contractors in June and the 
heating contractors in August, while the wholesalers 
never agreed on a code. 

The manufacturers’ code bogged down from the be- 
ginning as its enforcement became more and more dif- 
ficult, so that its final surrender early this year merely 
gave open recognition to a prevailing condition. The 
difficulties in making the contractors’ code effective are 
well known to most of our readers. 


4] 


In Better 
Fighting Trim 

The second important factor which must be weighed 
in analyzing how our industry will react to this decision 
is the stronger position which the established plumbing 
and heating distribution system enjoys today. 

When the codes were first offered, our industry lik 
most others was going through a period of trial and 
error. Manufacturers were anxious to find the best 
distribution method. 
attacked, many questioning the value of his services. 
The contractor-dealer was under criticism. 

In checking over what change has taken place in this 
situation during the two years while NRA was oper- 


The wholesaler’s position was 


ating, an impressive improvement is immediately ap- 
parent. Manufacturers in larger numbers have come 
through this trial and error period with a conviction 
that the recognized methods of distributing plumbing 
and heating goods are sound, are economical and ofter 
the best avenue for growth. Wholesalers all over the 
country are in a stronger position. 

The contractor-dealer is definitely in a stronger posi- 
tion. Evidence continues to mount that those manu- 
facturers who are working most thoroughly with our 
readers are making the most progress. 


Construction 
on Upgrade 

Building is reviving. More homes are being built 
Apartment house construction has started in some lo- 
calities. Rentals are higher. Vacancies are lower 
Metropolitan papers are finding real news for their 
real estate pages. The reason for this ts independent 
of NRA. It is an evidence of the fact that the long 
deferred revival of building is under way. 

In view of the somewhat remote influence of NRA 
on our industry, of the greatly improved position of 
the established industry, and with building reviving, 
it is clear even this early that the Supreme Court de- 
cision will affect our industry indirectly. The revival 
in building will affect all of us directly and profitably 
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CHICAGO ILL MAY 28 


TO 47 LEADERS AND EXSCUTIVES 


[i OUR INDUSTRY 


MEMBERS OF OUR INDUSTRY ILL BE LOOKING TO LEADERS FOR EXPRESSION OW 
CORRECT POLICY POLLO®ING SUPREME COURT DECISION STOP IS IT GOOD FOR OR INDUSTRY 


OVER LONG TERM STOP "HAT POLICY SHOULD BY POLLO™ED PENDING FURTHER DEVELOPEKINTS 
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W iat effect, on the plumbing and heating 
industry, will the Supreme Court NRA decision have ? 
What course of action following this decision is being 
taken and is being planned by the different individuals, 
associations and companies in our industry ? 

These and many other questions are being asked by 
our readers, and in order to answer them, DoMEsTI 
ISNGINEERING, has assembled the opinions of representa- 
tive men in the contracting, wholesaling and manu- 
facturing branches. Within twenty-four hours after 
the announcement of the Supreme Court decision, 
forty-seven telegrams, such as the one shown in Fig. 
1, were sent to all parts of the country in order to 
obtain comments, both individually and collectively, 
which we might offer our readers for their guidance. 
The following are statements which we have re- 
ceived : 
eee N. A.M. P., statement issued by Robert J. 
Barrett, Executive Director, Divisional Code Author- 
ity for the plumbing contracting division of the con- 
struction industry. 

“The Supreme Court decision on the NIRA comes 
as a blow to the plumbing contracting industry. In 
some sections of the country undoubted improve- 
ments, both in business volume and in business prac- 
tices, resulted from the NRA. In other sections 
members of the industry were slow to take advantage 
of the opportunities offered, with the result that NRA 
meant little to them. As in all movements having 


as their object the correction of long standing abuses, 
the NRA was slow in getting started in our industry 


Reproduction of telegram sent to forty-seven leaders and executives 
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In Our Industry 


Members of our 
industry are looking 
to leaders for ex- 
pressions on correct 
policy following the 
Supreme Court 
NRA_ decision. 
They are asking if 
tt 1s good for our 
industry over a long 
term. Also, they 
want to know what 
policies should be 
followed pending 
further develop- 
ments....L-his 1s the 
substance of a mes- 
sage sent to leaders 
in the plumbing and 
heating industry 
and this article 1s 
made up of replies 


and many obstaces to its orderly progress developed. 

“The decision of the Supreme Court reverts us to 
the conditions obtaining before the NIRA started 
unless some means can be devised to meet the objec- 
tions of the Court. The President and his advisors 
are working on a plan; but so little information has 
thus far been available that we are unable to say 
what line of approach is to be used. 

“Regardless of the outcome of the present attempt 
to meet the objections of the Court, and continue the 
NRA on some sound basis, we have in the National 
Association of Master Plumbers a tested method of 
promoting harmony in the industry, stabilizing con- 
ditions, and elevating the ethical conduct of the mem- 
bers of the industry, and I urge that the disappoint- 
ment which followed the Court decision does not 








VY 








blind master plumbers to the opportunities still avail- 
able through their association. 

‘There is just enough hope that the President and 
his advisors will discover a plan to continue the ad- 
vantages of the NRA, to warrant those who have 
concerned themselves with the NRA movement in 
our industry keeping themselves in readiness to again 
pick up their burden of responsibility if a successful 
plan is found. In my view, it would be most unfor- 
tunate for us if a plan was worked out which had a 
reasonable possibility of success and found us unable 
to grasp the opportunity because of a demoralized 
and disorganized condition in the code administra- 


“The Supreme Court decision on NRA 
now affords industry the opportune time 
to prove its good faith. Present labor 
policies should be continued.”’ 


tive agencies. I would advise that the code agencies 
remain in existence, bearing in mind that their powers 
are seriously curtailed by the Court decision, but 
nevertheless holding themselves in readiness to take 
advantage of whatever the future holds in store. Cer- 
tainly the emergency which brought the NRA into 
existence is far from being over. Public opinion, in- 
sofar as it is reflected in the press, seems favorable to 
the continuation of the NRA in some legal and effec- 
tive form. The President is exhausting every means 
to find a way out of the present situation, and when 
the way out is discovered the plumbing contracting 
industry should be ready for action. 

‘The plumbing contracting industry has the envi- 
able reputation of being an industry which is united, 
confident, and above all, aggressive. We have been 
through many serious situations and have found our 
ranks standing firm in the struggle. In this crisis I 
am sure that the plumbing contracting industry will 
continue to add lustre to its past record of standing 
firm when all others have fled. We have an organized 
background of fifty-three years and I feel sure that 
the decision of the Supreme Court is not going to 
demoralize us.” 


©@eH.P.& A.C., telegram from J. Lawrence De- 
Neille, president, Heating, Piping and Air Condition- 
ing Contractors National Association. 

“Compulsory enforcement of all code is stopped by 
recent Supreme Court decision. Pending further de- 
velopments and clarification of the situation in Wash 
ington all members of our industry are urged to 
cooperate in maintaining fair standards and stable 
conditions.” 


Warn Against Sensational 
Supreme Court NRA Ruling 


@eeC.S. A, statement by W. E. McCollum, sec- 
retary, Central Supply Association. 

“Several years ago most associations established 
codes of ethics, which were statements of sound 
business principles. These codes were a guide to 
their members in the conduct of their business, but 
were not mandatory. 

“When the Chamber of Commerce of the United 
States recommended ‘Self-Regulation of Business’ 
under the supervision of the Federal Trade Commis- 
sion, the wholesale division of our industry, in 1929, 
obtained the approval of Trade Practice Rules. Group 
One Rules were in violation of law. Group Two 
Rules were in the twilight zone of legality. In 1931 
the Federal Trade Commission realized that it had 
gone too far in approving Group One Rules and, as 
a result, rules for practically all industries were re- 
vamped to the extent that they were of little value. 

“In formulating the NIRA, the experience of the 
Federal Trade Commission was capitalized. Presi- 
dent Roosevelt emphatically stated that the minority, 
who were unwilling to cooperate and whom he re- 
ferred to as ‘chiselers,’ must be controlled and NIRA 
attempted to give protection to those who were will 
ing to cooperate, both in interstate and intra-state 
commerce. 


‘‘The decision just handed down by the 
United States Supreme Court probably is 
one of the most important ever rendered 
in its effect upon industry.’’ 


“NIRA was beneficial to our industry in the early 
days of code making. Every one realized that it 
would take some time before the codes got into full 
swing. As a result, most members of the industry 
religiously observed the spirit and letter of their codes 
and patiently waited for the minority to fall in line 
Anticipation is usually greater than realization. It 
was soon demonstrated that cooperation could not be 
legislated—even by the Federal Government—and 
the interest in codes waned. 

“Many industries which did not cooperate under 
the Trade Practice Procedure cooperated under NRA 
and in most industries there was a gradual increase 
in the number of members who were willing to co- 
operate. Surely all the benefits derived from this 
cooperation will not soon be disregarded or forgotten. 

“Our country has prospered when wages were 
high. Living expenses have greatly increased during 
the past eighteen months. Instead of reducing 
wages, most employers are looking forward to the 
day when they can reinstate the wage cuts which 
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they made in 1931, 1932 or 1933. To realize this ob- 
jective, however, there must always be an adequate 
gross margin to cover operating expenses. 

“The problem of distribution must receive more 
intensive study. Each commodity should stand on its 
own feet and the selling price should carry its fair 
proportion of manufacturing and/or distribution 
cost. The use of ‘price leaders’ should be eliminated. 
If this cannot be accomplished through new resale 
legislation, then manufacturers should reduce their 
differentials to price cutters to the poimt where pro- 
tection will be assured to _ distributors who 
know their operating costs and sell their merchandise 
accordingly. 


‘‘We believe in the long run that it will 
be advantageous, although it may have a 
depressing effect temporarily until things 
become adjusted.”’ 


“There will always be price cutters; there will al- 
ways be manufacturers who cater to price cutters, 
but there is no obligation on the part of distributors 
who believe in the theory of ‘Equality of Opportu- 
nity,’ and the policy of ‘Live and Let Live’ to support 
such manufacturers. 

“If wholesalers in our industry will support manu- 
facturers who protect them, then such manufacturers 
will obtain a volume which will enable them to re- 
duce their manufacturing costs to a level where they 
can place their wholesale distributors in position to 
meet competition.” 


@@e@E.S.A., statement signed by J. M. Chaplain, 
president and Frank S. Hanley, secretary, Eastern 
Supply Association. 

“The trade association is both a laboratory and a 
forum. Through it lines of offense and defense in 
the competition between the factors comprising an 
industry can be brought to a high state of efficiency 
through cooperation of the membership. It has often 
been said ‘the people have the kind of government 
they want.’ In trade associations the membership 
determine the kind of organization they have. 

“The Eastern Supply Association has a definite policy 
for the improvement of conditions within the industry. 
It has, and has long had, principles of ethics and fair 
dealing. Observance of these principles by the mem- 
bers and those engaged in our industry lead to greater 
efhciency, fair competition and a reasonable profit based 
on effort and merit. Members should strive day in and 
day out to not only observe ethical principles as between 
themselves but should endeavor whenever the opportu- 
nity offers to bring into the fold new firms and com- 


panies who desire to operate their business within the 


principles motivating the association. Your Association 
can be made strong enough to create a desire on the part 
of non-members to join with us in upholding principles 
which improve the industry. In the last fifteen years it 
has many times been demonstrated that it is impos- 
sible to reform human nature by law. On the other 
hand much can be accomplished by education, and 
in connection with the trade association, the mem- 
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bers by their activity and their example are the best 
teachers.” 


@ @ @ Standard Sanitary, statement by Henry M. 
Reed, president, Standard Sanitary Mfg. Co. 

“The Supreme Court decision on NRA now affords 
industry the opportune time to prove its good faith. 
In fairness to labor, as well as ourselves, present 
labor policies should be continued. Industry now has 
an opportunity to show what can be done with efh- 
cient management and economical planning. 

“We believe in the principles of NRA, which after 
all was supposed to eliminate unfair trade practices.” 


@ @ @ Crane Co., statement by Chas. B. Nolte, presi- 
dent, Crane Company. 

“The unanimity of the Supreme Court decision 
makes that decision so decisive that useless argument 
is eliminated. The decision does not denote, in our 
opinion, impending disaster, provided industry co- 
operates upon a fair and common sense basis. 

“Certainly we have all learned a lesson from the 
depression and the NIRA, and have profited and suf- 
fered from those lessons. In our judgment, industry 
must unite within itself with wholehearted coopera- 
tion and honesty in the manufacture and sale of its 
products.” 


@ @ @ Kohler Company, telegram from Walter J. 
Kohler, president, Kohler Company. 

“In my opinion the plumbing fixture industry bene- 
fits by the elimination of the NIRA as determined by 
the Supreme Court decision. The fair trade practice 
provisions of our code could not or at least were not 
enforced by the Government and therefore the infrac- 
tions of those provisions resulted in more unfair con- 
ditions than when competition was free and open. 
In the social interests of the worker and also as a 
stabilizing and fair trade influence, minimum wages 
should be maintained and I hope that through asso- 
ciations the various industries will establish and 
maintain such minimum rates.” 


@ @ @ Fairbanks, Morse,statement by P. C. Brooks, 
executive vice president, Fairbanks, Morse and Com- 
pany. : 

“The demise of the NRA is most acceptable to us. 


‘‘Code or no code, we will have to continue 
to expose ourselves to buyers and ask 
people to buy.’’ 


“The intricate industrial system of this country, 
which has been in the making for over 100 years, and 
of which our company has been a part for that length 
of time, can not be tampered with. 

‘No body of men, whether ‘Brain Trusters’ or not, 
can in a few months devise a working system and 
successfully apply it to our industrial development, 
the result of a century of experience. It is unthink- 
able. 

“It is time to stop experimenting. If politicians 
would keep out of business and could realize, as the 
industrialists well know, that the industrialist can 
prosper only when the country is prosperous; if the 

(Continued on Page 72) 





















Fig. I1—At left and below, shows 
“after” views of bathroom. Figs. 2, 
3 and 4, left to right at bottom show 


building and “before” bathroom views 
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R. M. Starbuck gives 
selling arguments and 
practical installation 
ideas for you to fol- 
low in promoting 


Two Bathrooms for Every 
Modernized Home 


wt % 

WO Bathrooms for Every Home,” We get off the track if we argue for “two bathrooms 
is a worthwhile slogan for the plumbing industry, and for every house,”/—that sense.of this idea of increased 
the arrangement is a necessity for modern homes. plumbing comfort falls short of the mark,—the full 
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sense 1s In “two bathrooms for every home.” Home is 
not necessarily a residence,—it may as readily be an 
apartment in a building of many apartments. Whether 
it is one or the other of these two types of homes, or 
whether it 1s a modest bungalow, if the family numbers 
more than three, one bathroom is not enough. 

Why it has taken people so long to sense the comfort 
and utility of the second bathroom for the family we do 
not know. We do know, however, that the idea is a 
good one, a sound one, and that it is capable of bringing 
increased comfort and happiness to many homes. And 
by the same token, this same idea is capable of bringing 
an increased volume of business to the plumbing in- 
dustry. 

The living standards of modern times has put many 
families into the class of those who make a study of 
what can be done to add comfort and convenience to 
their homes, and in due time among such families the 
idea of the second bathroom has begun to take root. 

The stress that people have recently been under has 
considerably upset this tendency, but now, as the coun- 
try emerges from its difficulties, people are again look- 
ing about, to improve their homes,—and the second 
bathroom is one of the ways. 








Fig. 5—Here is another remodeled bathroom in a 
modest home. Before work was begun on this, the 
room appeared as shown in Fig. 11 at lower right 


And when we speak of this second bath, 
we must think of it as entirely available to 
homes of moderate means. Always, we take 
it, homes of wealth have had such luxuries 
as this, but now the time has come when 
we must realize that the luxuries of the 
wealthy have become the necessities of those 
of moderate means. 

Arguments for this additional bathroom 
comfort and convenience are many, and 
more than ordinarily to the point. It will be 
profitable to note what some of them are. 

In many families all members except the 
wife and mother, have to report for busi- 
ness in the morning, at the same hour, and 
the resultant pressure on bathroom facilities 
during the first hour out of bed is indeed 
strenuous. Anyone who has had family 
experience can testify to this. 

Then there is an hour at night when all 
hands are getting ready to go out, when 
similar conditions apply; also on Sunday 
morning when the family gets ready for 
church. 

Just think what the second bathroom is 
capable of accomplishing in the adjustment 
of family discords and discomforts incident 
to the use of just the one bathroom. 

Talk to a mother with several children, 
and hear what she has to say. Right off 
she sets the extra bathroom aside for the 
exclusive use of the youngsters. 

The “bath-a-day” family is certainly in need of the 
additional convenience. 

It is a fine act of courtesy in the entertainment of 
guests, to set the extra bath apart for their use. It is 
often invaluable in the case of sickness in the family. 

These are just some of the more conventional argu- 
ments for two bathrooms in every home. 


ARGUMENTS TO USE FOR THE SECOND BATHROOM 


Almost any plumbing contractor will be able out of 
his own experience, to add other arguments that our 
list doesn’t include, and in going after this sort of busi- 
ness it will surely pay him to make a study of the argu- 
ments that will be convincing of the need of the second 
bathroom under the varied circumstances that will be 
found. 

Much in line with this general idea is the wash room 
for farm-hands. It seems that this ought to suggest to 
many of our readers the prospect of interesting farm 
people in this very thing,—the providing of decent sani- 
tary accommodation for their farm laborers, these ac- 
commodations being entirely apart from those in use by 
the family. 
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Fig. 6—Upper left, Connec- 
tions such as might be used 
for the plumbing in Figs. 
and 11 
Fig. 7 — Above, Elevation 
showing connections reduced 
to a minimum 
Fig. 8—Left, Second floor 
plan 
Fig. 9—Upper right, mini- 
mum connections for two 
baths on one floor =. 
Fig. 10—Right, First floor 
plan 
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Certainly making or finding room for the second bath- _it can be pointed out to the home owner that since the 





room in an old house will be found quite an art. How- 
ever, if it is found absolutely impossible, then the next 
best thing is to install a simple toilet room, that is, lava- 
tory and toilet only, without the tub. Inasmuch as the 
tub takes up by far the greater amount of room, it may 
often happen that space can be found for a toilet room, 
whereas it is impossible to accommodate the complete 
bathroom. 

While the complete bathroom is the desirable thing, 





original bathroom is provided with a tub, it 1s really the 
other two fixtures in the second bathroom that actually 
do the most to relieve bathroom congestion in the home 

Just in line with these conditions is a residence re 
modeling job recently installed in Chicago. The remod- 
eling covers work on three floors. Figs. 5 and 11 show 
views taken before and after the work was installed. 

In Fig. 6 we give an elevation showing in general 
connections such as might be used for the remodeled 
plumbing indicated in Figs. 5 and 11. 

A second bathroom for every home should be pre 
sented to the prospective home builder, without fail. It 
should be pointed out by the architect and by the plumb. 
ing contractor that the right time to decide on the 
second bath is while the house is still on paper. At that 
stage it is simply a detail for the architect to work out, 
and the owner can most likely choose a location entirely 
to his liking. He may have both bathrooms on the same 
floor, side by side, back to back, or in different parts 
of the floor space; he may have one of the bathrooms 
upstairs and the other down, one on the second floor, 
the other on the third and a toilet, or toilet and lavatory, 


on the first. 
(Continued on Page 164) 


Fig. 11—When this bathroom was remodeled to make the 

installation shown in Fig. 5, the lavatory was used in a new 

washroom on the second floor and the water closet was in- 
stalled in the basement laundry 
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Ward M. Canaday, assistant to the administrator, Federal 
Housing Administration 


T, [. Second FHA Prize Campaign which 
is being conducted to promote business for the en- 
tire plumbing and heating industry is to be climaxed 
at the time of the N. A. M. P. Convention in Chicago, 
the latter part of this month. This campaign has 
been developed first with the idea of encouraging 
and assisting contractor-dealers in our industry to go 
out and renew their efforts to sell through the opportu- 
nities offered by the Federal Housing Administation. 
The prizes have been made substantial. Those who win 
them will receive definite returns on their FHA contest 
efforts. 

Those who do not win prizes should profit just as 
definitely as a result of the renewed sales effort they 
put into their business in order to compete for these 
prizes. 

Obviously, increased sales and installations made by 
contractor-dealers must result in increased sales of heat- 
ing and plumbing products for manufacturers and whole- 
salers. Thus, the campaign has been a means for im- 
proving business in all branches of our industry. 

The climaxing of this contest when the prize awards 
are made will not indicate the end of the effectiveness 
of the campaign. Sales ideas which have proved most 
effective in various sections of the country will be de- 
scribed in forthcoming issues of Domestic ENGINEER- 
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2nd KHA 
Prize Campaign 
Will Be 
Climaxed at 
Convention 


FHA official from 
Washington 1s to 
award prizes to 
winners of contest 
at Chicago meeting 


ING. Thus, these editorial columns will continue to serve 
as a clearing house of information for tried and proven 
merchandising methods. 

The letter on the opposite page, from the Federal 
Housing Administration at Washington, signed by Ward 
M. Canaday, assistant to the administrator, indicates to 
some extent the continuing and increasing possibilities 
which the FHA movement has for our industry. As 
Mr. Canaday indicates in his letter, he plans to be pres- 
ent at the convention in order to talk to the delegates 
and guests. No doubt he will indicate further possibili- 
ties for increased business, which are being opened daily 
through FHA activities. 





FHA Insurance Raised to $50,000 


On May 28 the President approved an amendment to 
the National Housing Act permitting the insurance of 
loans on practically every type of structure except pri- 
vate family dwellings, in amounts up to $50,000. This 
opens a vast new field for modernization effort on the 
part of members of the plumbing and heating industry, 
according to a statement just released. 

A further report from Washington states that as of 
May 28, the lending institutions approved by the Fed- 
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| HE following list contains the names of 
manufacturers and wholesalers who have shown their ac- 
tive support of the second FHA Prize campaign with 


Contributing Manufacturers 


American Brass Co., The; New York, N. Y. 

American Radiator Co.; New York, N. Y. 

American Sanitary Mfg. Co.; Abingdon, IIl. 

American Seat & Tank Co.; Abingdon, III. 

Anderson Mfg. Co.; Cambridge, Mass. 

Autovent Fan & Blower Co.; Chicago, III. 

Beaton & Cadwell Mfg. Co., The; New Britain, Conn. 

Bell & Gossett Co.; Chicago, Ill. 

Burnham Boller Corp.; Irvington, N. Y. 

Chicago Faucet Co., The; Chicago, IIl. 

Chicago Granitine Mfg. Co.; Chicago, Il. 

Clow & Sons, James B.; Chicago, Il. 

Crane Co.3 Chicago, III. 

Excelso Products Corporation; Buffalo, N. Y. 

Federal Radiator Co.; Zanesville, Ohio. 

Fitzgibbons Boiler Co., Inc.; New York, N. Y. 

Gerstein & Cooper Co.; South Boston, Mass. 

Gorton Heating Corp.; Cranford, N. J. 

Gregory & Co., J. G.3 Chicago, Il. 

Grinnell Company, Inc.; Providence, R. 1. 

Hays Mfg. Co.; Erie, Pa. 

Hoffman Specialty Co.; New York, N. Y. 

International Nickel Co., The; New York, N. Y. 

Kinsey & Mahler Co.; Peoria, Il. 

Maid-@’-Mist, Inc.; Chicago, III. 

Martin Metal Mfg. Co., The; Wichita, Kan. 

McDonnell & Miller; Chicago, Il. 

Mercoid Corp., The; Chicago, III. 

Mueller Co.; Decatur, III. 

Never Split Seat Co.; Evansville, Ind. 

Nye Tool & Machine Works, The; Chicago, III. 

Peterson Tool Co., Clifford; Chicago, I11. 

Pierce, Butler & Pierce; New York, N. Y. 

Ruberoid Company, The; New York, N. Y. 

Russell & Co., W. A.; New York, N. Y. 

Sexauer Mfg. Co., Inc. J. A.; New York, N. Y 

Speakman Co.; Wilmington, Del. 

Standard Sanitary Mfg. Co.; Pittsburgh, Pa. 

Vogel Co., Joseph A.; Wilmington, Del. 

Walworth Co.; New York, N. Y. 

Watts Regulator Co.; Lawrence, Mass. 

Well-McLain Co.; Chicago, I. 

Whitehead Metal Products Co. of New York, Inc.; 
New York, N. Y. 


Contributing Wholesalers 


Behrer & Co., Inc.; New York, N. Y. 

Belknap Hdw. & Mfg. Co.; Louisville, Ky. 

Bennett Co.; Somerville, Mass. 

Biggs Pump & Supply Co.; La Fayette, Ind. 

Boston Pipe & Fittings Co., Inc.; Cambridge, Mass. 

Bourneuf Corp., The; Lynn, Mass. 

Busser Supply Co.; Lewisburg, Pa. 

Case & Son Mfg. Co., W. A.3 Buffalo, N. Y. 

Central Metal and Supply Co.; Baltimore, Md. 

Central Supply Co.; Minneapolis, Minn. 

Connecticut Plumbing Supply Co., The; Stamford, 
Conn. 

Cooper Supply Co., Harry; Springfield, Mo. 

County Seat Plumbing Supply Co., Inc.; Mt. Kisco, 
_ 

Desco Corp.; Wilmington, Del. 

Dimock & Fink Plumbing Supply Corp.; New York, 
N 


. 

Dingman Plumbing & Heating Supply Co., Inc.; 

Mt. Vernon, N. Y. 
Economy Sales Company, The; Toms River, N. J. 
Egyptian Supply Co.; Christopher, II1. 
Elizabeth Hardware Co.; Perth Amboy, N. J. 
Farr-Better Supply Co., The; Paducah, Ky. 
Gallison Co. The Wm. H.; Boston, Mass. 









Active Support Given to Campaign 





contributions to the prize award fund. Many others 
have shown their cooperation in different ways in assist- 
ing this effort to promote business for the entire industry. 


Garrity Co.; Chicago, Ill. 

Greenpoint Supply Co., Inc.; Brooklyn, N. Y. 

Hahn, Charles; Lewiston, Idaho. 

Hajoca Corporation; Philadelphia, Pa. 

Harris Pump & Supply Co.; Pittsburgh, Pa. 

Heating Supply iy North Side, Pittsburgh, Pa. 

Howard Plumbing Supply Co.; Newark, N. J. 

Hunter & Co., Alfred J.; Muskegon, Mich. 

Ideal Supply Co., The; Jersey City, N. J. 

Inland Supply Co.; Chicago, III. 

Jahns <4 Co.; Fort Worth, Tex. 

Johnson, Harry; Philadelphia, Pa. 

Kahn, Samuel R.; New York, N. Y. 

Keiser-Van Leer Co., The; Bloomington, III. 

Kretschmer-Tredway Co.; Dubuque, Ia. 

Kurtz Co. L. H.; Des Moines, Ia. 

Lauterbach & Co., A. C.3; Baltimore, Md. 

Lebanon Plumbing Supply Co., Inc.; Lebanon, Pa. 

Lehigh Valley Supply Co.; Allentown, Pa. 

Leighton Supply Co.; Fort Dodge, Ia. 

Levine, Samuel; New York, N. Y. 

— Plumbers Supply Co., Inc.; Stapleton, 8. L, 

Mack Supply Co.; Wilkes-Barre, Pa. 

Manners-Motz Co.; St. Paul, Minn. 

McArdle & Cooney, Inc.; Philadelphia, Pa. 

Marshall-Wells Co.; Billings, Mont. 

McAuliffe & Burke Co.; Boston, Mass. 

Mead Co., Inc., John J.3 Sayville, N. Y. 

Merkel Bros. Co., The; Cincinnati, Ohio. 

Merrimack Valley Supply Co.; Lowell, Mass. 

Mid-City Plumbing Supply Co.; Chicago, III. 

Miller Supply Co.; Chicago, III. 

Milwaukee Plumbing & Heating Supply Co.; Mil- 
waukee, Wis. 

Minneola Plumbing Supply Co., Inc.; Mineola, N. Y. 

Mott Co. of Pennsylvania; Camden, N. J. 

Nelson Co.3; Detroit, Mich. 

Newark Plumbing Supply Co., Inc.; Newark, N. J. 

Ontario Supply Co.; Philadelphia, Pa. 

Orlowitz Co., Inc., Louis B.; Philadelphia, Pa. 

Plerce-Pe Co.3 Boston, Mass. 

Plumbers’ & Factory Supplies, Inc.; Columbus, Ohio. 

Powers, Austin 8.; Pittston, Pa. 

Rhode Island Supply and Engineering Co.; Provi- 
dence, R. I. 

Rockford Plumbing Supply Co.; Rockford, III. 

Roosevelt Co., W. A.; La Crosse, Wis. 

Sales & Co M y W., Detroit, Mich. 

Saltser & Weinsler, Inc.; Brooklyn, N. Y. 

Soholmo, Inc.; Columbus, Ohio. 

Somerset Plumbing Supply Co.; Plainfield, N. J. 

Somerville Co., Thos.; Washington, D. C. 

Springfield ster ame | Supply Co.; Springfield, Mass. 

Standard Plumbi upply Co.; Philadelphia, Pa. 

Sullivan County Plumbing & Heating Sup. Co., Inc.; 
Liberty, N. Y. 

Sullivan Hardware Co.; Anderson, S. C. 

Superior Supply Co.; Cincinnati, Ohio. 

Swank Hardware Co.; Johnstown, Pa. 

Tillinghast Supply Co. The L. H.3; Providence, R. I. 

Thfll Supply Co., Ine.; Brooklyn, N. Y. 

Trumbull Plumbing Supply Co.; Warren, Ohio. 

Universal Supply Co. The; Newark, Ohio. 

Van Denberg Supply Co.; Rockford, III. 

Vogel & Sons Co., P. A.3 Louisville, Ky. 

Walworth California Co.; San Francisco, Cal. 

Webb Supply Co.; Framingham, Mass. 

Whitney & Ford Co.; Chicago, II. 

Willow Grove Plumbing and Heating Supply Co.; 
Willow Grove, Pa. 

Wigman Co.; Sioux City, Ia. 

Winterbottom Supply Co.; Waterloo, Ia. 

Wisconsin River Supply Co.; Wausau, Wis. 

Yelton-Weaver Supply Co.; Springfield, Ill. 

Young & Vann Supply Co., The; Birmingham, Ala. 



















The Hotel Stevens 


Record Attendance Predicted 
for N. A. M. P. Convention 


4 
7 HE largest attendance in many years is predicted 
for the 53rd annual convention and the Chicago expo- 
sition of the National Association of Master Plumbers 
to be held at the Hotel Stevens in Chicago, June 24, 25, 
26, and 27. Letters from local and state associations as 
well as advance reservations point to an attendance of 
well over 3,500. 

A constructive, business-like and smooth-running pro- 
gram is taking shape rapidly under the direction of 
National President John J. Calnan and committee chair- 
men and members. 

To facilitate the serving of exhibitors, an office has 
heen opened in room 457: of the Hotel Stevens. More 
than 75 per cent of the booth space has been sold, accord- 
ing to Rupert J. Weber of Chicago, chairman of the 
master plumbers’ divisional committee. 

Indications are that there will be a complete sell-out 
of all available space before the exposition opens its 
doors at 10 o'clock Monday morning, June 24. 

The price for booth space this year is 22% per cent 


This night view of Chicago’s famous Michigan Boulevard, taken 


Business-like program 1s 
taking shape rapidly. 
More than 75 per cent 
of exhibit space 1s sold 


Nursery in hotel 


less than last year, President Calnan and Chairman 
Weber point out. 

The convention will be called to order in the grand 
ballroom of the Hotel Stevens at 10 oclock Tuesday 
morning, June 25, by President Calnan. 

Delegates and convention guests will be welcomed to 
Chicago by Mayor Edward J. Kelly. Mayor Kelly, an 
engineer by profession, was recently re-elected as mayor 
of the fourth largest city in the world by the largest 
majority in the history of the city. 

An outstanding feature of the opening session will be 
the election of Dr. Herman N. Bundesen, president of 
the Chicago Board of Health, as an honorary member 
of the National Association of Master Plumbers. This 
honor is being conferred on Doctor Bundesen in recog- 
nition of his outstanding service in the field of public 
health and sanitation. 

Doctor Bundesen will address the convention on 
plumbing as a health measure and will refer to the many 
instances that have come to his attention illustrating the 


from Buckingham Fountain in Grant Park, shows the Hotel 


Stevens. The Shedd Aquarium (left) in Grant Park is within walking distance of the hotel. Museum of Science and Industry, right 
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close relation existing between plumbing and health. 

The 53rd annual convention will emphasize the fact 
that the intimate relationship between plumbing and 
health has been definitely established. In recognition 
of this fact, Mayor Kelly has been asked to issue a proc- 
lamation setting aside the opening day of the convention 
as “Health Day.” The second step will be the conferring 
of the honorary membership on Doctor Bundesen. The 
third step—and incidentally one of the distinctive fea- 
tures of the convention—will be demonstrations that will 
be presented in the Research Laboratory which was 
established some months ago by the Plumbing Contrac- 
tors Association of Chicago in the shop of Hanley & 
Co., 1305 South Michigan Avenue, Chicago. 

The Chicago Research Laboratory has attracted na- 
tion-wide attention. While it was first promoted by the 
Plumbing Contractors Association of Chicago, the Chi- 
cago Board of Health cooperated in the movement and 





This foundry scene is one of the many interesting sights that 
will greet persons who visit the Corwith Works of Crane Co. 
on Friday, June 28, the day following the convention 


assisted in the work of carrying out the tests which have 
been made. Recently, President Calnan has completed 
arrangements for the National Association to take over 
and maintain this laboratory for the duration of the con- 
vention. He has appointed a special laboratory commit- 
tee under the chairmanship of William J. Lang. Mr. 
Lang and his committee are planning a series of demon- 
strations which will be held during convention days, 
showing how water may be polluted by means of back- 
siphonage. Each test period will last about one hour. 
Delegates will be admitted by ticket only. Tickets will 
be distributed in connection with convention registration. 

Other important steps in confirming the established 
relationship between plumbing and health will be an 
exhibit by the Chicago Board of Health that will be open 
to the public in the foyer of the exposition hall; an 
illustrated evening address on plumbing by Major Joel 
I. Connelley, chief of the bureau of sanitary engineering, 
Chicago Board of Health; and an address before the 
convention by Congressman John Dingell of Detroit con- 
cerning an act that was recently passed by the United 
States Congress in which our industry is recognized for 
its health features; and, as a step toward coordinating 
the entire public health—sanitary plumbing program, 
Chairman A. R. McGonegal and the members of his 
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sanitary committee will have ready special printed 
pamphlets outlining a plan to influence public opinion 
toward securing a local sanitary plumbing code for dis- 
tribution at the convention. 

Two scholarships in Carnegie Institute of Technology 
will be awarded at the opening session of the convention. 
These scholarships are awarded annually to sons of mas- 
ter plumbers of high scholastic standing who pass com- 
petitive examinations. 

The Tuesday morning program will conclude with an 
address by the Honorable Patrick J. Hurley, secretary of 
war from 1929 to 1933. Mr. Hurley for the last two 
years has been the attorney for the National Association 
of Master Plumbers. 

Those who had the privilege of hearing Mr. Hurley’s 
address at the Washington convention last year know 
that he is one of the most inspiring and forceful speakers 
who has ever addressed any national convention of the 
association. His broad experience and his many years 
of contact with the official life of Washington has given 
him a background which few men in public life possess. 

Speakers at the Wednesday session of the convention 
will include Dr. N. H. Engle of the Bureau of Foreign 
and Domestic Commerce of the United States Depart- 
ment of Commerce and William E. Clow, Sr., president 
of James B. Clow & Sons, Chicago. 

The program committee believes itself particularly 
fortunate in obtaining the assurance of Doctor Engle 
that he will address the convention on the market for 
plumbing equipment and the cost of doing business. 


WILL ANALYZE FHA PROGRAM 


Mr. Clow is one of the pioneers in the plumbing busi- 
ness and it is expected that he will speak from a rich 
background of nearly half a century of activities as a 
wholesaler of plumbing and heating equipment, as well 
as a manufacturer. 

A special program devoted to the effect of the govern- 
ment housing program on the plumbing industry is being 
arranged by Russell G. Creviston, manager of advertis- 
ing and sales promotion, Crane Co., Chicago. 

Mr. Creviston will introduce Ward M. Canaday, 
assistant administrator of the National Housing Act, 
who will speak on the program of the Federal Housing 
Administration. Mr. Creviston will then present a re- 
view of the merchandising methods employed by plumb- 
ing and heating contractors in obtaining business under 
the FHA plan. 

John Coefield, president of the United Association 
of Journeymen Plumbers and Steamfitters of the United 
States and Canada, will address the convention on coop- 
eration of the journeyman and the master plumber. 

At this session of the convention the various chairmen 
of the standing committees of the National Association 
of Master Plumbers will present a summary of their 
annual reports. The names of the committees and chair- 
men follow: apprenticeship committee, Robert H. Pflug- 
Felder, Philadelphia; standardization committee, Jere L. 
Murphy, New York City; conference committee, Henry 
O'Callaghan, Chicago; scholarship committee, Richard J. 
Welch, Boston, Mass.; sanitary committee, A. R. Mc- 
Gonegal, Washington, D. C.; and the Plumbing and 
Heating Industries Bureau committee, John J. Calnan, 
chairman. 

(Continued on Page 167) 












Business 


Shows Gains 
for Highth 


curve shows its eighth consecutive increase. 


Month 


by J. U. FARLEy* 
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Air conditioning, oil burner and stoker reports in A. H. 
and A. C.. industry give view of current business conditions 


ye the March recession in 


general business, the automatic heat and air conditioning 


The 


fact 


that the increase was slightly less than that of the pre- 


vious few months is traceable to several causes. 


First, 


industrial air conditioning units showed a decrease. Sec- 
ond, oil burners showed an abnormal gain at this time 





January 
Population Horse- 

City Served No. power 
D. C. 
~ Washington ........ 605,000 >on 272.0 
ILLINOIS 

= ino ieee eae 3,524,700 13 397.5 
LOUISIANA 

New Orleans........ 495,000 0 0.0 
MASSACHUSETTS 

Ne iin 6 pee ah Ws 1,394,376 1 5.0 

Springfield 205,000 0) 0.0 
MICHIGAN 

SE 55s aw be ee Ot 2,288,000 
MISSOURI 

SB Peewee 425,000 6 2,247.5 
NEW YORK 

Manhattan & Bronx 3,132,570 7 203.0 

Rochester 486,771 l 155.0 
OHIO 

PR ee i gaat 0 0.0 

Cincinnati 849,750 3 372.0 
OKLAHOMA 

Oklahoma City 578,140 4 28.4 
PENNSYLVANIA 

Philadelphia 5 108.0 
TENNESSEE 

Chattanooga ....... 0 0.0 
TEXAS 

RG re a ee 234,000 6 480.1 

TOCAIS onc vcsnsevess 14,318,307 53s - 4,268.5 











*Note, Manager, Marketing ‘and Research Bureau. 








Fig. 1—The Automatic Heat ano Air CONDITIONING composite business 
index curve shows that business in our industry continues to hold gains 


last year; hence, the increase in oil burner shipments 
over the corresponding month last year was not very 
great; and third, the increase in stoker shipments, al- 
though still very substantial, was not quite as great as 


in the previous two months. 
April air conditioning installations in 14 cities and oil 


TABLE I 
AIR CONDITIONING INSTALLATIONS 





~ 1935 
February 
Horse- 

No. power No. 
5. awe 2 

21 1,046.0 23 
0 0.0 2 
3 123.5 4 
0 0.0 l 
2 17.5 6 
7 494.0 18 
I 2.0 0 
0 0.0 0 
| 7.5 7 
] 9.0 3 
4 803.0 11 
1 16.0 3 
° 73.0 4 

47 3,318.5 “4 


March 
Horse- 


power 


192.0 


413.0 


(Continued on Page St) 


No. 


April 


Horse- 
power 


634.0 


1.007.¢ 


—s 


K5 0 


Total Four 
Months, 1935 
Horse- 
power 


No 


a | 


26 


1,845. 


2,863.56 


160 


2,265 


= 


s) ,ee - 
Z2,0930.: 


2,326. 
166 


ot 


1,660.5 


126 


) 


905.2 


17,805.; 


y) 


Total 


Twelve 


Months, 1934 
Horse- 
power 


No 


g 3 


239 


15 


_— 


R6B.15 


1,878.5 


505.75 
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Fig. 1 





Forced 





The plan in Fig. 5 indicates three-quarter inch connections are all that are needed here 


mall Pipe Sizes, 


Circulation 


How to determine the radiation, the size of the circulating 
device and other important factors in hot water heating 





Close-up of Fig. 1 con- 
nections 


Fig. 2 


Here is one of the articles which 
was promised in the last issue. It tells how to determine 
the radiation, the size of the circulation device, the size 
of the boiler, why the equivalent length of run is nec- 


essary and other important factors in designing the new 
type of hot water heating systems with small pipe sizes 
and forced circulation. 

It has been pointed out on various occasions that one 
of the main factors retarding the sale of hot water heat- 
ing’ installations, in the past, has been the large size 
radiators, the large size piping and similar items, with 
corresponding expense. Now, it is possible to reduce 
the cost of hot water heating installations by using forced 
circulation and by carrying higher average temperatures 
in the system, which in turn permit the use of small 
pipe sizes, small radiators and the like. Thus, the mar- 
ket for this type of heating is enlarged greatly by bring- 
ing it within the reach of more prospective purchasers. 

In taking full advantage of the new developments in 
hot water heating, the same care is necessary to produce 
a good hot water job as is required to produce a good 
steam heating job. Many contractors have calculated 
so many steam heating installations in past years that 
they know the various methods forward and backward. 
For them, the easiest method to estimate radiation for a 
hot water job would be to estimate on a steam basis and 
then add 60 per cent for hot water. 

Unfortunately this cannot be done in the new devel- 
opments as one of the basic principles in new hot water 
systems is a heat emission from the radiators of 200 
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Btu. per sq. ft. of nominal rating per hour instead of 
the well known and old standby emission of 150 Btu. 

In calculating radiator surface for the new hot water 
heating, if the Btu. method is used, then all that is re- 
quired is to divide the total Btu. necessary to heat the 
room by 200 Btu., the heat emission for one sq. ft. of 
radiation per hour assumed for the new hot water heat- 
ing systems. The formula is simply 


Btu. Required / 200 Btu. equals sq. ft. H. W. rad. 


If, however, some other method of arriving at the 
radiation is used and the amount of steam radiation has 
been obtained, this may be changed over into the surface 
required for the new hot water heating systems by multi- 
plying the steam surface by 240 Btu. and dividing by 


200 Btu. thus: 


Steam Radiation & 240 Btu. equals sq. ft. H.W. rad. 


———e 





200 Btu. 


or, if the radiation has been computed on the basis of 
the ordinary gravity hot water job, it may be changed 
over by multiplying the radiation by 150 Btu. and di- 
viding by 200 Btu. thus: 


H.W. Radiation &X 150 Btu. equals sq. ft. H.W. rad. 





200 Btu. 


The reason for this is that the amount of heat given 
off by a hot water radiator is almost entirely determined 
by the temperature difference between the room tem- 
perature and the average temperature of the water in 
the radiator. Hot water systems normally have been 
designed on the basis of 175 deg. Fahr. average water 
temperature in the radiator and 70 deg. Fahr. in the 
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room which gives a heat delivery from the radiator « 
150 Btu. per sq. ft. of nominal rating. Other tempera- 
tures will give heat deliveries as follows: 

TABLE 1 


Av. Temp. Heat Emitted, 


Av. Temp. Heat Emitted, 
in Rad. Btu. per in Rad. Btu. per 
Deg. Fahr. Sq. Ft. per Hr. Deg. Fahr. Sq. Ft. per Hr. 
175 150 200 206 
180 162 205 218 
185 173 210 229 
190 184 215 240 


From this schedule it will be seen that 200 Btu. effi- 
ciency for a hot water radiator is a little on the con- 
servative side for 200 deg. Fahr. average water temper- 
ature in the radiator. 

Having settled the amount of radiation required for 
each room based on 200 Btu. emission which is 150 
200 or 75 per cent as much radiation as for an ordinary 
hot water system at 150 Btu. emission, and 240 / 200 
or 120 per cent as much as for an equivalent steam 
system at 240 Btu., the next thing to decide is the piping 
system to be used. 

Shall it be piped up the same as an ordinary hot water 
system, shall it have a reversed return, or shall it be a 
one-pipe system? See Figs. 6, 7 and 8. As the most 
desirable of these three arrangements is the one with 



















Fig. 3—Left, small pipe sizes for mains and 
branches are apparent 


Fig. 4—Above, return piping, circulating 
device and other equipment at rear of boiler 
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Note: Basement Kadsatwon Approusnaled makde aater /S0f 


Fig. 5—Left, piping lay-out for 
heating installation pictured in 
views on preceding pages 








Fig. 6—Lower left, typical piping 
for a reversed return hot water 
heating system 


Fig. 7—Upper sketch below, typ- 
ical diagram of one-pipe hot water 
system 




















Fig. 8—Lower right, typical dia- 
gram of first feed and first return 
system 
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y degree drop the quantity of 


Ct LRG he Sale 


flow Coptre/ 


water to be circulated will be 


400 « 2 








the reversed return, this will be the one considered first 
in detail. 

Kirst, however, the amount of water to be circulated 
must be determined and this will depend on the amount 
of drop in temperature allowed as the water passes 
through the radiators. It has been found to work out 
in practice that about 20 degrees drop is the most eco- 
nomical and satisfactory to use all things considered. 

The quantity of water may be determined from the 
formula 


Sq. Ft. Rad. & 200 


ein ——_—_———- = g.p.m. (See note.) 
Drop * 814% Ib. & 60 
and this may be simplified to 
Sq. Ft. of Rad. & 25 
—_—___—_—______—___—- = g.p.m. 


Drop 
NOTE: Actually at 212 deg. Fahr. water weighs only about 8 Ib. pet 
gal., but a slight excess in pump capacity will take care of this. 


Thus, if an actual job which has, for instance, 400 
sq. ft. of radiation (at 200 Btu. per sq. ft.) is under 
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—— or 8 g.p.m. 
20 * 5 


Further simplification may be obtained by saying that 
the g.p.m. to be circulated will be 


1/50 of the radiation in sq. ft. for 20 degree drop 
1/37.5 of the radiation in sq. ft. for 15 degree drop 
1/25 of the radiation in sq. ft. for 10 degree drop 


There are many makes and types of hot water accel- 
erators now on the market and performance curves for 
each may be obtained from its respective manufacturer. 
For example, the type for which the performance curves 

(Continued on Page 82) 
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“This article is by an 
oil company’s engineer 
who states, “The opera- 
tions of oil burner in- 
stallations are no more 
satisfactory than the 
fuel supplied. The past 
few years have brought 
the oil burner and the 
oil industries close to- 
gether and have caused 
the petroleum industry 
to realize the import- 
ance of producing qual- 


ity fuel oils for burners.”’ 








The chemical labora- 
tory plays an impor- 
tant part in the pro- 
duction of fuel oils 
because of the neces- 
sity of maintaining 
the standards agreed 
upon for the industry 


Oil Facts for Burner Dealers 


oY te. 


Tue characteristics of fuel oils are 
determined largely by the chemical composition or base 
The various crude oils are 
classified under three chief divisions; mainly, from the 


of the original crude oil. 


predominating composition, such as paraffin base, found 
in Pennsylvania; asphaltic base, found in Mexico and 
California; and naphthenic base, found mostly in the 
coastal region of Texas and some in California. In ad- 
dition to these types, there are numerous combinations 
of two or more of the original base materials, such as a 
mixed paraffin naphthenic, etc. 

These various base crudes contain a very wide varia- 
tion in the percentages of the different petroleum prod- 
ucts into which they can be separated. The Bureau of 
Mines has shown that the average yield of the various 


*Note, Manager, Fuel Oil Sales Department, Shell Petroleum Corporation 
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products for the Lo nited States from all crudes 1s as fol 
lows: 

4 per cent 

f) per cent 


(;asoline . 
Kerosene 

Fuel Onl . 
Lubricating 1 
Miscellaneous 


36 per cent 
3 per cent 
S per cent 
Loss, etc. .... 3 per cent 

ach different type of crude contains varying amounts 
of the above products, so it is for this reason that a re- 
finery is required to operate on a number of different 
crude oils, depending upon its demand for gasoline, kero- 
sene, fuel oil, etc. (Good examples of the varying yields 
of the different products are found in the Coastal crude 
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from Texas, which contains only 2 per cent natural gaso- 
line and 33 per cent lubricating oil distillate, while a cer- 
tain type of Mexican crude contains 16 per cent natural 
gasoline and only 7 per cent lubricating oil distillate. In 
many cases, when operating on the Mexican crude, the 
gasoline portion will be separated and the balance sold as 
heavy fuel, because it would not be worth while to sepa- 
rate the small percentage of the other products, such as 
kerosene and gas oil. By means of the modern cracking 
stills, the yields of the natural occurring products can be 
changed over a wide range of percentages. The yields of 
gasoline or fuel oils can be increased by cracking depen- 
dant upon the method of operating the cracking plants. 

The various products from petroleum are obtained by 
a process termed fractionation. While this term seems 
rather complicated, the process is simple, and separation 
is made according to the boiling points of the different 
products. By practical experience it has been established 
that each product has a definite boiling range. If the 
product boils between 320 deg. Fahr. and 500 deg. Fahr., 
then the material is kerosene, and each distillate product 
(material which can be distilled) has a specified boiling 
range. Petroleum differs from water or 
other pure chemical products because water 
when heated will boil at 212 deg. Fahr., and 
will remain at this temperature until com- 
pletely distilled. Petroleum contains numer- 
ous chemical compositions, each having a 
particular boiling point, so the mixture gives 
a range of temperatures. The modern re- 
finery uses a piece of equipment called the 
fractionating tower, which simultaneously 
accomplishes the separation of the different 
oils, so that it is possible to produce all of 
the foregoing described products continuously from one 
unit. Reference to the attached flow chart will show how 
the various products separate according to their boiling 
range, and the refining steps necessary to produce the 
finished materials. 

Each petroleum product requires a separate series of 
treatments with various chemicals because there are few 
fractions which can be produced of commercial quality 
without some treatment. The refinery treating processes 
are rather complicated, and use in the treatments such 
chemicals as sulphuric acid, caustic soda, doctor solu- 
tion, water washing, dewaxing, filtration, and solvent ex- 
traction. 


RAPID PROGRESS IN OIL INDUSTRY 

The art of treating or processing petroleum has ad- 
vanced very rapidly in the last few years, which has re- 
sulted in improved products for the consumer. This its 
evidenced by the several thousand patents which are 
granted each year to the inventors of these improve- 
ments. 

Until a few years ago specifications on fuel oils were 
largely devised by each refiner to conform to their par- 
ticular refinery operations, and, in many cases, had little 
or no relation to use conditions. After domestic fuel 
oils came into general use, it was found necessary to de- 
vise specifications so that fuel oils would be suitable for 
use in some three hundred and fifty different makes of 
domestic and commercial oil burners, which are being 
marketed in this country today. It was also necessary to 
develop specifications for specialized uses, such as in 
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Diesel engines, range burners, tractors, and for unusual 
industrial purposes. 

It is easy to imagine the futility of trying to produce 
a fuel to be used in a particular make of burner, so it 
was found advisable to produce six grades which would 
operate successfully in the various burners, according to 
their classification by the makers and the Underwriters’ 
Laboratories. 


NECESSITY OF COMMON SPECIFICATIONS 


There are three grades of fuel oil recognized and rec- 
ommended for domestic use. These grades are: 
Fuel Oil No. 1 ) 
Fuel Oil No. 2 } Domestic Use 
Fuel Oil No. 3 J 


For commercial use in hotels, apartment houses, office 
buildings, schools, churches, etc., the following grades 
are used: 


Fuel Oil No. 4) C: morn 
Pal Cl No. 5 we 


For industrial use in public buildings, steam genera- 
tion in power plants, steamships, locomo- 
tives, industrial processes, etc., the following 
grade is used: 

Fuel Oil No. 6—Industrial Use 

For domestic use we have found the de- 
mand rapidly decreasing for the No. 2 grade. 
For this service, the No. 1 grade can be used 
with success. There has been much misin- 
formation printed on the subject of high 
Btu value of fuel oils. The difference in 
calculated heat value between a 40 degree 
A. P. I. No. 1 fuel oil and a 36 degree 
A. P. I. No. 2 fuel oil is less than two per cent. This 
slight increase in heat value is readily lost in improper 
atomization and burning. 

In order to determine just what effect operating a 
burner with a smoky flame would have on the overall 
efficiency, tests were recently completed. First, the eff- 
ciency tests were conducted right after the boiler had 
been thoroughly cleaned of soot. Then the burner was 
adjusted to produce a smoky flame, and was allowed to 
operate thirty-two hours under these conditions. The 
overall efficiency, or in other words the total useful heat 
obtained from the oil burned, decreased two per cent, and 
the temperature of the stack gases increased from 620 
deg. Fahr. to 665 deg. Fahr. This increase in stack tem- 
perature shows that the heat was not being utilized in in- 
creasing the temperature of the water, but was escaping 
through the stack and was lost. After operating this 
same boiler eighty hours under smoky conditions the 
efficiency decreased to 63.70 per cent, or a total loss of 
five per cent, while the stack temperature increased to 
720 deg. Fahr., or an increase of one hundred degrees. 
This increase in stack temperature shows conclusively 
that the boiler was absorbing less and less heat as the 
coating of soot on the heating surfaces became thicker. 
From these figures it is easy to understand why it is im- 
portant to adjust a burner so it produces a clean flame, 
and, consequently, deposits a minimum amount of carbon 
on the heating surfaces. 

Today we have a well organized group of societies and 
committees, which continually study the use conditions, 
and change the specifications of fuel oils to meet these 
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conditions. These organizations are the American Petro- 
leum Institute, American Society for Testing Materials, 
American Oil Burner Association, Department of Com- 
merce, and Underwriters’ Laboratories. 

When it 1s believed necessary to change specifications, 
this matter is referred to Technical Committee “C” of 
the American Society for Testing Materials, which is 
primarily interested in fuel oils. The tentative specifica- 
tions are drawn up by the committee, submitted to the 
industry for their comments, and are then voted on for 
approval. After approval by the American Society for 
Testing Materials, these specifications are submitted for 
approval by the Bureau of Standards, and after approval 
they are then issued as Commercial Standard specifica- 
tions, such as CS12-35, which was adopted on February 
15, 1935. These specifications are only adopted by Com- 
mercial Standards after a majority of the members of 
this organization have voted their approval. 

After new Commercial Standard specifications have 
been accepted, it is customary for the Underwriters’ 
laboratories to test and reclassify burners according to 
the new specifications. Changes in specifications usually 
require that the refiners must make some 
changes in their fuels, such as boiling range, 
viscosities and other properties. 

The owner of an oil burner very naturally 
asks himself this question, ‘How can I op- 
erate my burner to get the maximum heating 
satisfaction and economy?” These desired 
results can only be obtained by using the 
proper grade of fuel oil for each particular 
burner. 

There are four basic types of burners: 


1. Pot Burner 

2. Vertical Rotary Burner 
3. Horizontal Rotary Burner 
4. Projected Flame Burner 


The pot type burner uses three methods of changinz 
the fuel from a liquid to gaseous state. These methods 
are vaporizing plate, Venturi tube, and pressure atom- 
izing. 

DESCRIPTION OF BURNER TYPES 


The vaporizing plate burner does not depend on cen- 
trifugal pressure for atomizing. The burner depends 
entirely on vaporization by dropping the oil on a plate or 
into a pot which is kept warm by means of a pilot. The 
Veturi tube type employs a high velocity air stream pass- 
ing over an oil tube, which stream of air picks up the oil 
and atomizes it into a mist similar to the action of a per- 
fume atomizer. The pressure atomizing type breaks the 
oil into vapor by forcing it through a small opening un- 
der pressure to a pot forming a combustion chamber. 
These types of burners require a light fuel oil, usually 
No. 1. In some parts of the country range fuel is avail- 
able for these burners. 

The vertical rotary burner depends largely on centrif- 
ugal force for atomization and burns a light or interme- 
diate grade of oil. For this type of burner fuel oils No. 
1 and No. 2 are usually recommended. The temptation 
to use a fuel of lower grade and price should be avoided, 
because the proper grade of fuel atomizes and burns 
completely, resulting in much higher efficiencies. There 
are one or two burners of this type manufactured for 
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large installations or commercial use that will burn fuel 
oil No. 3. The horizontal rotary spins the oil from the 
edge of a rapidly revolving disc or cup. The projected 
flame burner, better known as the atomizing or gun type 
burner, breaks the oil into a mist or vapor by forcing it 
through a small opening or orifice under pressure. These 
types of burners will burn the heavier domestic fuel oil, 
usually designated as Fuel Oil No. 3. 


FOLLOW RECOMMENDATIONS FOR OIL 


It is evident from the above discussion of types of 
burners that the grade of oil for each type is well de- 
fined. 

It is very unwise to disregard the manufacturers’ rec- 
ommendations as to the grade of fuel to be used, and to 
attempt to substitute a lower and perhaps cheaper grade. 
Such substitution may appear to be effecting an economy, 
but actually the results are likely to be the opposite. 
Heavier and lower grade oils are less volatile and more 
difficult to atomize and burn completely. If the burner is 
not designed to burn a heavier grade of oil, it usually 
burns that portion which is easily atomized 
and leaves the residue—in two forms, car- 
bon inside the boiler and smoke from the 
chimney. 

To obtain enough heat in the house, more 
gallons of the cheaper oil will be burned, 
usually resulting in a higher over-all cost. 
The use of an improper fuel oil will result 
in lower boiler efficiency due to insulation 
from carbon deposited in the fire box, 
higher fuel consumption, and eventually in 
burner failure with accompanying cost for 
service calls. 

The Department of Commerce of the United States 
Bureau of Standards recently issued a letter, stating that 
the new set of specifications CS12-35 had become effec 
tive February 15, 1935. These specifications are out 
lined in the attached table. 

In order to determine the classification and quality of 
the fuel oil, several physical tests are applied. Outlined 
below is a brief description of these tests: 

GRAVITY 

The specific gravity of a liquid is a measure of its 
weight per unit volume compared with water. In the 
petroleum industry gravities are usually referred to as 
the A. P. I. (American Petroleum Institute) scale, 
which has a definite relationship with specific gravity by 
a standard formula. Gravity is not an indicator of qual- 
ity or burning characteristics of a fuel oil. This change 
has been brought about by the fact that boiling range 
and other properties are no longer closely related to 
gravity as they were before the introduction of cracking 
in the refinery operations. By means of cracking it is 
possible to produce a fuel oil of 30 degrees A. P. I. which 
will have a boiling range and other properties of an un- 
cracked fuel oil 40 degrees A. P. I. It is also possible 
by this same cracking process to produce a very low grav- 
ity oil with a low viscosity, such as a product of 15 de- 
grees A. P. I. with a viscosity of only 65 seconds Saybolt 
Universal at 100 deg. Fahr. In the above specification 
this product would be classified as a No. 3 fuel oil. It 1s 
also possible to produce a heavy fuel by cracking which 





(Continued on Page 84) 
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efforts throughout the country 
for air conditioning, the gen- 
and more conscious of the ben- 
portant from educational view 
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Fig. 4—The compressor shown above is used for cooling the coils | 
in the air conditioning unit illustrated in Fig. 3. This equipment | 
was located in the basement, under the cellar stairs, with the | 
idea of placing it out of the way and at the same time making | 
it accessible. It will be noticed from all of the illustrations 
on these two pages that the building is in the final stages of 
completion, thus accounting for the unfinished appearance in 
some respects 












which heats, cools, humidities, de-humidifies and circu 
lates the air, is concealed in a special compartment on the 
first floor of the house. 

The heater not only provides hot water for the coils of 
the unit when the house is to be heated in winter, but 








also S€TVeS as the source of the domestic hot water supply 






throughout the year. The compressor chills water for 
the unit in summer when the house is to be cooled and 








conditioned. 
The change-over from heating to cooling can be made 






by turning a single valve. This cuts off the heating o1 
cooling without interfering with the water supply. Hu | 
midification or de-humidification is controlled by a sepa 








rate valve. 
Each house in the subdivision ct eighty homes has 
been planned as a distinct unit architecturally. All are 







six-room, two-story structures with rooms about 25 pet 






cent larger than the usual homes planned for such real 






estate developments 






Fig. 3—The air conditioning unit is placed in a special closet 
on the first floor. This is shown in the illustration at the left. 
In this cabinet are located fans and coils for tempering the air. 
The pipes at the left of the illustration carry the hot or cold 
water to the coils, depending upon whether heating or cooling 
is desired. Part of the main duct may be seen rising vertically 
from the left side of the cabinet 
























Fig. 1—The building shown in the above illustration is typical 
of the six-room homes planned for a building development at 
Flushing, L. I. This is the first of the six, which are now under 
construction, to be completed. Further plans call for the build- 
ing of eighty homes during the next six months. Complete 
air conditioning equipment for heating, cooling and ventilating 
is included in these plans which have been worked out for 


families of average means 


ran 
Poicury homes, designed to include year- 
round air conditioning at prices within the reach of 
families of average means, are planned for construction 
during the next six months at Flushing, lL. I. This 1s 
said to be the first time that air conditioning has been 
included as an integral part of the plans tor a major 
real estate development. 

The six-room, two-story houses, with complete equip 
ment for year-round cooling, heating, ventilating and con 
ditioning, are priced under $6,000. Six of the houses 
are now under construction, and the first to have com- 
plete air conditioning equipment installed was opened for 
public inspection beginning Saturday, May 25th. 

The air conditioning equipment which is being used in 
these homes, utilizes the domestic water system as a 
medium of heat transfer. The hot water heater, fired by 
an oil burner, together with a compressor for cooling 
water, are located in the basement. A conditioning unit, 


Fig. z—At the right is a view of the hall in the home shown 
above. The large grille at the floor is described as being the 
air intake for the conditioning unit which is located behind 
the wall. After the air has been cleaned and conditioned it is 
carried to all parts of the house by a system of ducts that are 
concealed in the ceilings and walls. The smaller grille shown 
at the ceiling is typical of those used throughout the house. The 
conditioned air is introduced into the various rooms through 
these grilles 


(0 


SQ Homes In 
Field Are Air 


As a result of the widespread 





to sell and install systems 
eral public 1s becoming more 
efits from it. Each job 1s im- 








































The progress of these subterranean waters is so slow 
that the rains of one year furnish the well supply for 
the following year, and a year of drouth would not 
affect the supply within twelve months.” 

Water still is struck at 50 ft. or less above this 
basin, but wells usually are driven around 100 ft. to 
bed rock. Such a well supplies the water for the cool- 
ing installation in the residence described in the follow- 
ing article. 

The fact that an unlimited supply of well water at 
9/ deg. Fahr. could be obtained was taken advantage of 
in summer air conditioning the old home shown in the 
accompanying photo. 

Situated as it is, in one of the most exclusive sections 
of suburban Louisville, the natural setting of the home 
served to make the problem a comparatively easy one. 
It is mounted on a 130 ft. bluff overlooking the Ohio 
River, and surrounded with extensive lawns and im- 
mense maple trees. The well water, after passing through 
the cooling coils, is piped to an unusual cistern and 
pumped from the cistern through a system of under- 
ground piping and pop-up sprays to water the lawn. This 
is designed to give a considerable evaporative cooling 
effect. During such times as it is not desirable to use the 
lawn sprays, the cistern overflows through a 3-in. galvan- 
ized pipe down the hill to a small artificial lake on the 
property. 

The house was rebuilt in 1907 after a disastrous fire 
and is of massive construction, with outer walls of stone 
24 in. thick, and floors of concrete and all inside parti- 
tions of brick or tile. Practically no wood was used in 
the structure outside of the finished floors and trim. 

The house was originally heated with a furnace, and 
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Fig. 3—This illustration shows some of the air conditioning equipment connected in the duct work in this home 


while this system had been replaced with modern steam 
heating in 1927, the old stacks were still available and 
were found to be in the locations indicated on the orig 
inal building plans, which, fortunately, were discovered 
in a trunk in the attic. 

The wall stacks had been built into the thick brick 
and tile partition walls and carried up from basement 
to second and third floor rooms. The first floor rooms 
are now heated by pin radiators encased in circulating 
ducts on the basement ceiling with supply and return 
registers in the floor. * These floor openings were used 
for cooling the first floor rooms, the air being blown 
through the radiators which were left intact. The cir 
culating openings were also re-used, with new duct con- 
nections for recirculation of the cooled air 


HOUSE ZONED INTO TWO GROLP> 


The house was zoned in two groups—one being the 


music room and library, downstairs and two large bed- 
rooms upstairs, and the second zone being the library 
dining room and billiard room downstairs and five bed 
rooms upstairs. This zoning arrangement was onl) 
made for the guidance of the occupants in securing full 
cooling, since each separate room was equipped with a 
push button controlling the on and off of a motor oper 
ated damper in the branch duct leading to that room. It 
was found, however, that even in severely hot weather 
the entire house could remain on and excellent results 
be secured. This as explained above was partly dtte to 
the aid obtained by the spraying of the lawn and thi 
almost complete lack of direct afternoon sun due to the 
trees. 
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Large and Small Homes Are 






Cooled With Well Water 


How air conditioning and electric water supply 
equipment were adapted to the requirements of 
an existing building are describedin this article 


By J. CLirrorp LEwis* 


Tue story goes that if one keeps anything long 
enough it will come into its own again, and so it is with 
Louisville, Kentucky and its well water. In its infancy 
the City Fathers thought that Louisville was blessed 
because at from 16 ft. to 40 ft. an ample supply of cool 
clear water was found to supply the daily needs of its 
citizens. Then as the city grew this surface water be- 
came contaminated and modern water works pumping 
from the Ohio River supplanted the wells. The wells 
disappeared, but the source of their supply was as con- 
stant as ever, and it remained for the discovery of the 
efficacy of space cooling with this well water to bring 
it back to public importance. 

A History of Louisville describes the source of this 
abundant water supply as follows: “Be 
low the surface of Louisville is a great 
basin, the ancient channel of the Ohio 
River, separated trom the present channel 
by a wall of rock and filled with gravel. 


*Note. Chief Engineer. Air Conditioning Division, 
Peer‘ess Manufacturing Corp. of Louisville. 
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sand, and clay. North of this wall and nearly coincident 
with Main Street, wells are supplied with water perco- 
lating through the soil from the river. South of it, the 
well water comes from rain falling on a water shed 
about three miles long and two miles wide east of the 
city. The annual rainfall is abundant, and what rain 
does not run off the surface slowly percolates through 
clay, sand, and gravel, and follows the ancient channel. 




























Fig. 1—Above, exter- 
ior view of home air 
conditioned through 
use of well water. 
Building is heated in 
winter by means of 
steam system 


Fig. 2—Left, interior 
of music room which 
is the main room in 
one of the two air 
conditioning zones 














(rf DOMESTIC 


The total calculated heat gain is 188,700 Btu., of which 
49,500 Btu. is in the music room. 

Ihe well is 6 in. in diameter, 55 ft. deep to rock and 
located at the foot of the cliff on which the house is 
situated. Sixty-five gallons per minute are delivered by 
the 714 h.p. motor driven pump, through a 2'% in. pipe 
laid in shallow trench dug in the hillside among the trees 
and underbrush. The vertical height from well to base- 
ment floor is 128 ft. The motor is mounted 15 ft. above 
grade on a concrete pier to avoid the flooding of the 


river. 
RATING OF THE FAN AND MOTOR 


The fan has a maximum capacity of 5160 c.f.m. and 1s 
driven by a 1% h.p. motor. The damper is actuated by 
a static pressure controller, so that as the duct dampers 
are shut off, the build up of static pressure decreases 
fan volume. Excellent results have been obtained here 
from this simple method of control. 

Ordinarily when only the few members of the family 
are present, the fresh air damper is in its minimum 
position. When a party is in progress, however, the 
fresh air damper is opened by a push button in the 
butler’s pantry. There is no effort made to damper the 
recirculating air. 

The fan and water pump motors are started and 
stopped by hand from push buttons in the butler’s pantry, 
a small control wire being laid in parkway cable from 
the well motor starter which is located on a pole adja- 
cent to the pump. Service for the well motor was ob- 
tained from the poles along the interurban tracks at the 
foot of the bluff. 

The family became so air-minded that arrangement 
had to be made after the cooling season to operate the 
fan all winter. By cutting down on the steam supply 
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Fig. 5—Elevation and plan views of a portion of the equip- 
ment shown in Fig. 3 


valves to the indirect radiators, close regulation of the 
downstairs rooms was obtained by means of the thermo- 
stat in the living room operating the coal stoker, even 
with a considerable volume of fresh and recirculated 
air being blown over the indirect radiators. A humidifier 
was installed in the inlet housing, and a humidostat in the 
living room maintained a more comfortable winter con- 
dition in the home than had ever existed since the house 
was built. 

Since the music room is the largest single load and 
the least used, with that room off, the remainder of the 
rooms could be cooled at one time except in the few 
days of the most extreme hot weather. When the music 
room is in use, usually there is a party, and there is no 
need to cool the up- 
stairs bedrooms. When 
this installation was 
made, the owner of 
the house was able for 
the first time in many 
years to follow her 
desire to remain at 
home with her family 
throughout one of the 
hottest summers on 
Je pint cw: record and stayed in 
better health than if 
she had gone as usual 
to a mountain resort. 
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Fig. 4—Basement plan of 
house shows the arrange- 
ment of the duct work 
and the air conditioning 
equipment 
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Answer to Problem [ells How 
to Condition |lheater 


Distribution of air and important considerations in 
bringing it about are described in this article 


By HAroLb L. ALT 


ARTICLE No. 13 


Man Y a good air conditioning installa- 
tion has been made ineffective by poor distribution of the 
entering air resulting in cold drafts and complaints 
from the occupants. The location and velocities of the 
exhaust grilles seem to exert little, if any, effect on the 
distribution but the location and velocities of the supply 
grilles and inlets exert every influence on the equality 
of the air temperature, the elimination of drafts and 
the producing of an air conditioning system which will 
give the highest satisfaction. Therefore, it is necessary 
to give special thought in air conditioning systems to 
the method to be pursued in inserting the supply air 
into the room and this is especially true when cooling 
is contemplated. 

As a general rule it may be said that the more the 
incoming air flow is broken up and mixed with the room 
air before the cooled air falls to the floor, the better are 
likely to be the results secured. To accomplish this it 
generally is necessary in large rooms to have a consider- 
able number of outlets distributed around the ceiling so 
that comparatively small quantities of cooled air enter 
at each outlet. Moreover, such outlets should be lo- 
cated as high as possible to give a better opportunity 
tor the cooled air to mix with the warmer room air 
before coming into contact with the occupants. In other 
words, the effort is to cool the air of the room rather 
than to cool the occupants of the room, the occupants 
desiring simply a tempered atmosphere and not drafts 
of cool air. 

The terms upward ventilation and downward ventila- 
tion have been used for years to differentiate between 
air systems in which the general air flow is from the 
floor toward the ceiling and where the flow is in the 
reverse direction from the ceiling toward the floor. The 
terms will be used in this discussion in the usual and 
accepted meaning. In cooling with air conditioning it 
has been found a necessity to use the downward ventila- 
tion method owing to the difficulty experienced with up- 
ward ventilation which causes cold feet and the fact 
that, with upward ventilation, the cooled air has prac- 
tically no opportunity to mix with the room air before 
it strikes the occupants. 

This has been so thoroughly proved that, for the pur- 
poses here, all central air conditioning systems will be 
assumed to be of the downward ventilation type and no 


other method will be considered. ‘This brings the con- 
sideration of air distribution down to the simpler basis 
of where, at the ceiling, shall the air be inserted and 
where, at the floor, shall it be drawn off. 

The design of the ceiling will have a great deal of 
influence on the type, size and kind of ceiling inlet em 
ployed but in general it can be stated that ceiling imlets 
may be grouped into 

a. Grilles 

b. Coves and Cornice Slots 
c. Plaques 

d. Special I ixtures. 

Under the heading of grilles there is the ordinary cast 
iron or pressed steel grille, the ornamental bronze grille 
and, sometimes, the ornamental plaster grille. When 






































Fig. |—-Typical detail of a slot in the ceiling for introducing 
air 



































Fig. 2—Another type of special fixture designed for air 
distribution 
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Fig. 3—Layout of air conditioning system for a theater which shows how distribution of air is designed for in this problem 





used in the ceiling and with cooled air, such grilles 
should be of relatively small capacity and the use of 
such grilles for volumes of over 3,000 c.f.m., is very 
questionable. Unless they are unusually high above the 


ew FS . 





LLLLLLLL LL floor—such as occurs in the main ceiling of a theater 
vV°"°rr——, . 

over the orchestra—they usually will be found to re- 

quire some type of deflector to prevent the cooled air 

Deftectar dropping down directly onto the heads of the occupants 


below. 

Cove and cornice slots are effective for air distribu- 
tion especially when the slots can be arranged to deliver 
the air in the approximate areas desired. It will be 
found that the ornamental design of the ceiling will 
Fig. 4—Typical design of plaque for air introduction control this slot location to a considerable extent. When 
slots are used, the space back of the slot usually is 
boxed in with sheet metal, or plaster partition, and 
volume dampers are placed in the air branches leading 
into this boxing so as to control the air going to differ- 
——— ent portions of the slot. Fig. 1 shows a typical detail 

HON) — of a slot in the ceiling such as was employed in one of 
a te a the theaters in which air conditioning has been installed. 


The slot exit velocity generally is made not over 250 


‘oP to 300 f.p.m. 
Plaques are often a pleasing method of masking the 


air inlets in the ceiling and may be made in almost any 

style so long as the perimeter, or measure around the 

edge of the plaque, when multiplied by the open height 

at the perimeter, gives sufficient area to pass the de- 

Fig. 5—One type of special fixture designed for distribution sired amount of air at a velocity of about 300 to 400 
of air to a conditioned room (Continued on Page 146) 
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Air Washer Temp. b 











ig the washer 
as well as the temperature of the washer air 


may be calculated by the following formula: 


[et XN =the proportion of washer air. 
Y ==the proportion of bypass air. 
Wt =the washer air temperature 


(both dry bulb and wet bulb). 
\Wdp-= Washer dew point (same as 


Wt). 
Rt ==Temp. bypass air (recirculat- 
ing’). 
Rdp = Dewpoint temp. of bypass air. 
St == Temp. req. for supply air. 
Sdp == Dewpoint req. in supply air. 
Then (Rte x Y)+(Wt & X)=St (a) 
and (Rdp x Y)+(Wt x X)=Sdp (b) 





subtracting (Rt X Y)—(Rdp X Y)= St —Sdp (c) 


First the above is solved to find the propor- 


tions “X’”’ and “Y” and then these are substi- 
tuted to find ““Wt.” 


Note: See example of 
on 19. 


application given 


Published by Automatic Heat and Air ConpDITIONING 
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Example of Calc. A.W. 





Problem— 

Determine the proportion of air going 
through the washer and the proportion by- 
passing the washer together with the washer 
temperature if the supply air must be at 65 
deg. Fahr. with 71 grs. (57% deg. Fahr. 
dewpoint) and the recirculation is at 80 deg. 


Fahr. with 78 grs. (dewpoint 60 deg. Fahr.). 


Solution— 


(Rt x Y)—(Rdp x Y) = St — Sdt (c) 
80Y — 6OY = 65 —57™% 
ri ee 
Y =7.5 + 20= 0.373 or 374% 


X = 1.00— 0.374 = 0.624 or 
624% 
Then 
(Rt x Y)+(CWt XK X) = St (a) 
80 « 0.375 + Wt * 0.625 — 65 
0.625 Wt — 65 — 30 
0.65 Wt = 35 


Wt = 35 + 0.625 = 56 deg. 
Fahr. 


Copyright, O34. hy H.L. Alt 
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One appeal of water supply systems is oppor- 
tunity it gives for beautifying home grounds 








Points to Check to 
Insure Pure Water Supplies 


W ue a plumbing contractor- 


dealer accepts the slogan that the plumber protects the 
health of the nation, automatically he assumes respons- 
ibilities in his relations with those whom he serves, which 
may or may not be expressed. For instance, when a 
plumbing contractor-dealer installs a water supply sys- 
tem his responsibility goes beyond the mere installation 
of the equipment. The owner has been educated to 
expect him to consider also the health angles. This re- 
quires that the contractor-dealer have an understanding 
of the factors which go to cause an impure water supply 
and how these dangers may be avoided. 

Information developed and presented by the Ohio 
State Department of Health on the subject of water 
supply and possible sources of contamination contains 
a summary of points to consider in assuring safe water. 
It is as follows: 


SOME CHARACTERISTICS OF WATER 


Water is capable of dissolving and absorbing many 
gases, liquids and solids. If it comes in contact with 
certain substances that may be found in the air, on the 
surface of the ground, or as it percolates through the 
soil, a portion of these substances may be taken up by 
the water and thus it is often rendered unfit for domestic 
purposes. It is therefore advisable never to accept a 
spring or well as a source of supply until its sanitary 


quality has been determined by a bacteriological exami 
nation. Taste, color and odor have all proven to be de 
ceptive tests. They should never be accepted as final. 

If turbidity appears in a water supply during, or soon 
after a rain, it indicates the development of the supply 
is defective, and that surface drainage or water from 
shallow depths has entered. Such developments are 
positively dangerous, for if the development is such that 
foreign matter can enter through the top or walls, the 
supply is liable to become polluted at any time. 

To have a safe water it is necessary that the source 
of supply be located a safe distance from all sources ot 
pollution such as leaching privies, cesspools, leaky sewers 
and types of sewage treatment devices which permit 
sewage leaching into the soil, and the development must 
be such that it will prevent entrance into the supply ot 
drippings from the pump, surface-wash, water from 
shallow depths or other foreign matter. The surface of 
the ground must be kept free of polluting wastes. 

If these precautions are taken to protect a safe water, 
it will continue to be satisfactory so long as the soil in 
the vicinity is free of contaminating matter. 

If due care is exercised in selecting the site for a well 
and in developing it, trouble can usually be overcome, 
the exceptions most frequently being those developed in 
stratified formations that have become polluted by con- 


(Continued on Page 163) 
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Importance of Plumbing Is 





Recognized by Congress 


Significant action taken by House and Senate 
in unanimous passage of cross connection bill 


W: {AT was probably the first action ever 


taken by the Congress of the United States in behalf of 
the plumbing industry occurred last month (May) when 
House Joint Resolution 254 was unanimously passed by 
hoth Houses. H. J. Res. 254 is a joint resolution by 
both Houses of Congress directing that the United States 
Public Health Service shall conduct a survey of the 
plumbing in all of the Federal buildings throughout the 
United States, and also, make a study of and report. on 
the relation of plumbing and public health. 

The significance of this action would be difficult to 
overestimate. Not merely does it foreshadow a large 
volume of modernization work but also indicates that 
the importance of good plumbing in protection of health 
has been officially recognized and confirmed by _ the 
United States Government. 

A copy of the resolution follows: 

“Whereas since 1933 the danger of the outbreak of 
epidemics such as amoebic dyseniery has become a threat 
to public health; and 

“Whereas defective plumbing and cross connections 
between sewage and water supply lines have been pre- 
sumptive causes therefor ; and 

“Whereas these dangers increase with the age of 
plumbing systems ; and 

Whereas the Government buildings throughout the 
United States have many of the oldest types of installa- 
tions: Therefore be it 

“Resolved by the Senate and 


lic Health Service be, and is hereby, directed to make a 
study of the relation of amoebic dysentery to plumbing 
and issue a report to the Congress on or before January 
3, 1937, for the benefit of the medical profession and 
the plumbing industry.” 

Plumbing contractors throughout the entire country 
will be interested in some of the work conducted by the 
National Association prior to the passing of this resolu- 
tion. 

When the bill came up before the House Committee on 
Public Buildings and Grounds, the N. A. M. P. presented 
the committee with complete facts on amoebic dysentery, 
cross connections and the relation between plumbing and 
public health. In addition, they went farther than this 
and made an inspection of the Capitol Building in Wash- 
ington, and in the course of an hour or so discovered 
fifteen or more positive instances of cross connections. 
In one instance, the water supply on a scullery sink was 
found to be connected directly to the waste for that fix- 
ture. In another instance a refrigerator was found to be 
connected to a drainage vent. With all of this informa- 
tion in their hands, the House Committee on Public 
Buildings and Grounds passed the resolution and sub- 
mitted it to the House for passage. It was introduced 
by Congressman Dingell and the House passed it unani- 
mously. It was then referred to the Senate. Senator 
Copeland introduced it and it was passed unanimously. 


, 





House of Representatives of the 
l'nited States of America in Con- 











gress assembled, That the United 
States Public Health Service be, and ) 
is hereby, required and directed to —+ 











make a complete survey of all Gov- 




















ernment properties for the purpose { 
of eliminating dangers of the type 

indicated in Government buildings I 
and report to the Congress on or o’ 





before January 3, 1936, the cost in- 5 \'T 
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volved in making desired elimina- 
tions and improvements. 
“Sec. 2. The United States Pub peer 


This sketch indicates one type of 
cross connection which was found in 
the inspection. It will be noted that =— 
the water supply line is shown con- = 
nected to the drain nemesis iinet 









































HEN you sell “Standard” Plumbing Fix- 

tures on the “Standard” Payment Plan, 
your customer actually pays no premium for 
the fixtures or the installation. You collect the 
‘ame amount as you would for a cash trans- 
action. The finance charge your customer pays 
over and above the cash price is for the con- 
venience of having modern plumbing fixtures 
months or years ahead of the time when he 


: 
| 7 
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might have the cash to pay for them. 

Explain frankly to those customers who 
“never buy on time” that time payments do 
not make the installation of “Standard” 
Plumbing Fixtures any more costly than if 
paid in cash. They pay the same price as a 
cash customer plus a small fee to have the use 
and enjoyment of these fixtures right now and 
every doy while they are paying for them. 


And the few cents a day that they pay bring « 
new joy of living to the whole family! 

You can install “Standard” Plumbing Fix 
tures for home-owners without down paymen 
—and give them as long as 3 years to pay 
on FHA terms. You get your full cash price 
upon completion of the work—no recourse— 
no holdbacks — no collection costs — no lega 
fees. Write today for the complete details. 
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As an indication of the impression which the findings 
of the N. A. M. P., regarding cross connections, made 
on the Congressmen, it can be pointed out that as soon as 
the cross connections were brought to light, bottled water 
was ordered in for use in the Capitol building that same 
afternoon. 

It should be noted that the resolution calls for the 
making of a complete survey of all Government proper- 
ties throughout the United States. ‘Those in our industry 
will recognize the immensity of such a project and the 
possibilities which the findings undoubtedly would de- 
velop, as well as the possibilities for improvement of 
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existing conditions with the consequent safeguarding ot 
public health. 

One of the chief objects of the administration of Na- 
tional President Calnan has been the revision of sanitary 
codes and the enactment of new legislation. It is believed 
that the official recognition of plumbing as a health meas- 
ure by the United States Government will give tremen- 
dous impetus to the efforts of the plumbing industry in 
taking parallel action in State and Municipal Govern- 
ments. It should also be easier to obtain rigid enforce- 
ment of sanitary plumbing codes as a result of this 
Federal legislation. 





Warn 


gainst Sensational | hinking 


Policy and action for our industry are suggested 


(Continued from Page 44) 


country’s confidence could be put behind the indus- 
trialist and the attitude of suspicion and distrust of 
industry eliminated; and if the politicians could re- 
alize that the upbuilding of the country means the 
upbuilding of industry instead of its destruction, we 
would soon be on our way to prosperity. 

“If the feeling of contumely and contempt of busi- 
ness held by the people we put in office could be 
changed to one of confidence and encouragement, in- 
stead of oppression and attempts to gain vote-se- 
curing popularity, conditions would change rapidly. 

“What we need is a less political and a more states- 
manlike attitude.” 


@ee Grinnell Company, telegram from A. W. 
Moulder, Grinnell Company, Inc. 

“In response to your request for an expression on 
the NRA, it is my opinion that self regulation by in- 


‘dustry under adequate Government control is desir- 


able but not such a control which stifles progress or 
which hampers prosperity by trying to protect the in- 
efficient and the incompetent at the expense of prog- 
ress and prosperity. Industry should continue fair 
practices pending congressional action and my com- 
pany contemplates no change in the policies it has 


pursued under NRA.” 


@e@e Bridgeport Brass, telegram from John Rowe, 
Bridgeport Brass Company. 

“Not in position now to express our opinion regard- 
ing policy which will be followed by our industry 
pending further developments but hope that sane and 
fair procedure by all manufacturers will be adopted.” 


® ee Brunswick-Balke, statement from Frank B. 
Hackett, manager, seat division, the Brunswick-Balke- 
Collender Co. 

“To those who thought that the code was operat- 
ing in the plumbing fixture industry, the Supreme 
Court decision may appear to mean a return to the 





chaotic conditions existing before our code was ap- 
proved. Most manufacturers, however, have realized 
for a long time that certain signers of the code had 
their fingers crossed, and have consistently violated 
the agreement to which they subscribed. Already 
steps have been taken by some of the leaders of this 
industry to correct the evils which even the NIRA 
seemed unable to accomplish. In this new program 
the NIRA is not in any way involved. 

“To the manufacturer who conducted his business 
in the proper manner, the introduction of the code 
meant few changes. The labor and hour provisions 
put all on the same level in this respect, and it is 
acknowledged that fewer violations occurred in this 
section because the manufacturers feared labor. Other 
provisions of the code were repeatedly violated with 
no penalty. 

“What it means now, it seems to me, is that office 
salaries may decline and hours extended and gradu- 
ally labor will decline to the level existing before the 
NRA. There must be a movement by all branches of 
the industry for the better element of each branch to 
band together to keep plumbing fixtures in the proper 
channel.” 


eee Hoffman Specialty, statement submitted by 
Potter Bowles, president, Hoffman Specialty Com- 
pany. 

“The ruling of the Supreme Court against the NRA 
is too recent for any of us to forecast the results that 
will develop in industry. We, however, want to take 
this opportunity of restating our own sales policies 
which were in effect many years before the NRA was 
ever thought of and which we expect to continue in 
effect whether there is any NRA or not in the future. 

“Our objective has been to protect by every lawful 
means our sales policies, in order that our wholesaler 
customers would receive an adequate profit spread on 
the sale of our materials. By careful selection of our 
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wholesale accounts and by refusal to sell to any 
wholesalers who do not conform to our established 
policies, we have in the past been quite successful 
in protecting our wholesaler customers and the heat- 
ing and plumbing contractors from destructive price 
competition on our materials. Even complete aboli- 
tion of all codes will in no way affect our stand in this 
regard.” 


@@e@ Calnan, statement by John J. Calnan, presi- 
dent, National Association of Master Plumbers.* 

“The occasion of our annual convention presents 
the best opportunity we have of obtaining an insight 
into the wishes and opinions of our membership. 

“At this time all of us are concerned over the fu- 
ture of the National Recovery Act. A very impor- 
tant question, therefore,-which will come before the 
convention is the adjustment of our code to the future 
of the NRA as it will then appear.” 


‘‘Many of the difficulties in the last few 
months have been due to the uncer- 
tainty regarding the future of NRA.” 


@e@e Boiler Manufacturers, statement submitted 
by F. W. Herendeen, secretary, The Institute of Boiler 
and Radiator Manufacturers, and signed by Edwin 
W. Smith, chairman. 

“The decision just handed down by the United 
States Supreme Court is probably one of the most 
important ever rendered in its effect upon industry. 
There will be an immediate demand upon the Con- 
gress for legislation. The character of this legislation 
will be determined to a great extent by the wisdom 
with which industry is conducted in the immediate 
future. This is particularly true in regard to labor 
provisions. The action of any one company in the 
industry may bring disrepute upon the entire mem- 
bership and serve to prejudice our cause with the 
American people. 

“It may be some time before the issues of this de 
cision are clarified. When the President issued his 
original appeal, practically all of our industry volun- 
tarily responded. The emergency is as great at the 
present time. I most sincerely and earnestly urge all 
members of the cast iron boiler and radiator industry 
to continue voluntarily to observe our code so that 
chaotic conditions may not be created. 

“Many of the difficulties of the last few months 
have been due to the uncertainty regarding the fu- 
ture of NRA. The power of decision as to conditions 
within the industry now rests squarely upon the mem- 
bership. 

“The underlying factors in our business, such as 
residential construction, promise improvement in the 
near future. Hasty action taken for a fancied or tem- 
porary advantage may mortgage the prospects of the 
rest of the year for all. Let us stand together that 
no advantages secured through cooperation may be 
lost, and that plans for progress in the future may be 
warranted and assured. Working under the guid- 
ance of our able counsel, a constructive program will 





*Statement made just prior to the announcement of Supreme Court 
decision. 
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be presented to an industry meeting at the earliest 
possible moment. 

“The prosperity of the industry depends as never 
before upon the wisdom and integrity of its units.” 
@e@e@ Valve Industry, statement submitted by 
George V. Denny, secretary, The Valve and Fittings 
Manutacturing Industry. 

“Howard Coonley, chairman, code authority, valve 
and fittings manufacturing industry, wired entire 
membership on May Twenty-eight as follows: ‘Pend- 
ing further action by Congress on new legislation to 
replace National Recovery Administration | am mak- 
ing this personal appeal to all members of the valve 
and fittings manufacturing industry to continue vol- 
untarily to support all provisions of our code espe- 
cially the labor provisions.’ ”’ 

@ @ @ Southern Wholesalers, statement from E. L. 
Pugh, secretary, Southern Wholesalers Association. 

“We have your telegram requesting recommenda- 
tion of this association as to the policy of our indus- 
try following the decision of the Supreme Court on 
the NRA. 

“I feel sure that 1 am expressing the opinion of our 
membership in stating that we sincerely hope that 
our industry will maintain the spirit and intent of the 
codes pending turther developments. That the codes 
have been definitely instrumental in improving con- 
ditions in our industry and that it would be worse 
than unfortunate if all of the ground gainéd were 
to be lost. 


‘‘We hope that our industry will maintain 
the spirit and intent of the codes, pend- 
ing future legislation. Unfortunate if all 
ground gained were to be lost.’’ 


“It is our hope that Congress will take such action 
prior to June 16th that the National Recovery Ad- 
ministration and the codes of fair competition will 
be preserved and strengthened.” 

@®@e Texas Wholesalers, statement from Howard 
Weddington, secretary, Wholesale Distributors As- 
sociation of Texas. 

“The plumbing and heating division of this associa- 
tion has not had a meeting since the Supreme Court 
has done away with NRA but, in talking with the 
members and knowing how they have felt toward 
codes and NRA, I can reasonably assure you that the 
members of the plumbing and heating division of 
this association will continue to abide by the spirit 


of N RA.’ . 


© @ © Uniflow Company, statement made by C. A. 
Kuebler, president, Uniflow Manufacturing Com 
pany. 

“It may be a little premature to make a statement 
as to what we think the results of the Supreme Court 
decision will have on our industry. 

“However, we believe in the long run that it will 
be advantageous, although such a drastic change 
made so suddenly may have a depressing effect tem 
porarily until things become adjusted. 
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“As for our own particular industry, as related to 
the manufacturing end, I do not believe there will be 
any bad repercussion, if there is no wage cutting by 
some of the manufacturers. I hope there won't be. 

‘Our business depends, to a large extent, upon resi- 
dence building, just the same as a good portion of 
the entire industry does. While residence building is 
still at a low point it is improving and should con- 
tinue to improve. I am not in a position to say but 
perhaps by removal of some of the restrictions under 
NRA that residence building will enjoy a quicker 
come back. 


‘‘There probably never was a time when 
industry had the opportunity for service 
to itself, to its employes and to its pub- 
lic, as at the present.’’ 


“Business men want to do business and if they can 
see a possibility of profits ahead, where they have 
been holding back, it might result in quite a surge of 
business after the temporary readjustment period 
which, in the long run, will mean more employment 
and more employment will increase the demand for 
homes. Doubling up will cease and this is bound to 
be reflected in increased residence building. It has 
been said that more houses have been destroyed by 
fire or wrecked due to obsolescence, over the last few 
years, than the number of new homes built. This in 
spite of the increase in population. Undoubtedly 
there has been a large potential demand for new 
homes built up and will let loose gradually at first 
as it has been recently, with marked increase in pro- 
duction as time goes on.” 


eee Hays Company, statement from Otto G. 
Hitchcock, secretary and general manager, Hays 
Manufacturing Company. 

“I will endeavor to reply to your telegram and will 
forward the comments I will make, via air mail as 
requested, on what we would consider correct policy 
for the industry, following the Supreme Court deci- 
sion. 

“This decision has placed squarely back in the lap 
of industry the conduct and management of its own 
affairs, and it is industry’s opportunity to prove that 
it knows how to lift itself out of the chaotic condition 
and invite public confidence that it will be eminently 
fair to everyone. 

“In the first place, the decision will be far reaching 
in its constructive influence that there is an American 
way of doing things, free from dictatorship, and that 
remedies used in European countries are not neces- 
sary here. 

“In the second place, with this decision industry 
can acquit itself of the vicious charges against it by 
its enemies, and that there will be no hasty action in 
abandoning the major principles of code procedure, 
such as fair working hours, fair dealing with em- 
ployes, and the elimination of child labor. 

“Quick analysis of the present situation would seem 
to indicate, under the ruling of the Supreme Court, 
that all these code agreements are void and it is 
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hoped that industry, as a whole, will rise to the situa- 
tion. It is further to be hoped that whatever few 
there may be in the minority, who will do otherwise, 
will either see the error of such action or will be 
guided by the wise decisions of the majority, not to 
engage in cut-throat competition, not to deprive labor 
of just and fair and equitable wage, and not to impose 
cn labor undue restriction or intolerable working 
conditions. 

“As industry arose to its cooperation with the 
President, even while not agreeing with the method 
of procedure, industry will in the present instance, 
as a whole, meet the situation openly and fairly and 
demonstrate to the world that American industry 1s 
not the Juggernaut it has been pictured to be, by a 
group of persons knowing little or nothing of it. 
There, probably, never was a time when industry had 
the opportunity for service to itself, to its employes, 
and to its public, as at the present.” 


@@e@ McDonnell & Miller, statement by E. N. Mc- 
Donnell, president, McDonnell & Miller. 

“I don’t suppose that the worst enemy of the NRA 
could deny that there was a lot of good in its doc- 
trines, and I also doubt if it’s best friend could deny 
that most of this good will live on even if the law is 
dead. 

“But aside from these ethical and moral virtues, 
what great good did the NRA do, and what great 
harm can come from its demise? 

“The eagle never brought us any business—or took 
any away from us. We had to go out and get it 
under the NRA—and we will still have to go get it 
without the NRA. 

“So code or no code, we will have to continue to 
expose ourselves to buyers and ask people to buy.” 
@@@ Kainer & Company, statement by F. T. Kainer, 
secretary-treasurer, Kainer & Company. 

“You have asked for an expression from us as to 
our viewpoint on the recent Supreme Court ruling 
affecting the status of the National Industrial Re- 
covery Act. 





“This decision should lend encourage- 
ment to the average American and add 
stimulus to business in general. It is what 
business has been hopefully waiting for.’’ 


“This decision should lend encouragement to the 
average American and add stimulus to business in 
general. It removes the fear and apprehension which 
has been holding back business recovery. It is what 
business has been hopefully waiting for. 

“We are confident that employers will recognize 
and retain many of the good points found in some of 
the codes and will voluntarily maintain the standards 
of minimum rates of pay and maximum hours of 
work. We are also confident that good old Ameri- 
can tradition and the efforts of our business men 1s 
needed at this time—not legislation.” 


@ @ @ Chicago Faucet, statement by A. C. Brown, 
president, The Chicago Faucet Company. 
“We do not know what effect the Supreme Court 
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tx Scale Free Pipe 


hen you buy, specify, or install pipe for plumbing, free from scale, NATIONAL Pipe reduces corrosion, partic- 

make sure that the cost estimates give consideration ularly pitting, to a minimum. The NATIONAL Scale Free 
to time and labor saved by using the right pipe. The pipe Process (applied to butt-weld pipe, sizes 14 to 3-inch), and 
to choose is one that will handle easily, thread smoothly, Spellerizing—two definite, specific mill operations, devel- 
and give long, satisfactory service to the owner. This last oped by this Company—give to the pipe a homogeneous 
factor is especially important. Plumbing contractors build structure, and surfaces free from scale, inside and outside. 
reputation for themselves by using durable, trouble-free These advantages, together with the ease and economy of 
pipe. It is because NATIONAL Scale Free Pipe resists corro- installation for which NATIONAL Pipe is noted, make it a 
sion and therefore lasts longer that it is preferred for greater dollar value for plumbing lines. Try out this better, 
America’s outstanding structures, both by those who spec- cleaner pipe and learn about it for yourself Descriptive 
ify and those who use pipe. Having clean, smooth surfaces, licerature will be sent on request, to those interested. 


CHROMATE TREATMENT~—A// National Galvanized Pipe is given a special chromate treatment to resist discoloration and the formation 
of white rust. This patented process preserves that smooth, glistening surface or metallic lustre which is characteristic of good galvanizing. 


NATIONAL TUBE COMPANY - Pittsburgh, Pa. 


Pacific Coast Distributors—CotumBia Steet Company, San Francisco, Calif. Export Distributers—Unireo States Steet Propucts Co., New York, N. Y 


VS : Vil : Siu t ybrrtiin Mb tilt 



























































nena 
-~ = Se ae g 
3 — 








76 


decision, voiding the NRA will have in our industry 
but we fear that it will be bad. 

“There are manufacturers in our industry who be- 
lieve that forty cents an hour is a good wage for 
skilled help and who will reduce wages back to where 
they were before the NRA. This is liable to lead to 
labor troubles. 

“However, if labor troubles only struck where such 
conditions existed, it would not be so bad, but unfor- 
tunately with the encouragement given from Wash- 
ington and unwise local leadership and agitation 
troubles are almost as likely to develop in the good 
plant as in the bad. 


‘‘The advent of the NRA had little effect 
on the conduct of our business and it 1s 
likely that its demise will likewise have 
but little effect.’’ 


“The advent of the NRA had little effect upon the 
conduct of our business with regard to either em- 
ploye relations or customer relations and it is likely 
that its demise will likewise have but little effect. 

“We believe that this is a good time for business to 
sit tight and make no radical moves.” 


@ee0e John G. Kelly, Inc., statement by H. C. 
Schmidt, John G. Kelly, Inc. 

“We have your telegram regarding the Supreme 
Court decision and are very pleased to advise you by 
return air mail that this decision will not alter our 
method of doing business one bit. 

“Neither do we feel that it will have any immediate 
appreciable effect on any of our manufacturers. 

“It is our feeling that manufacturers, wholesalers, 
and the trade have all had some valuable lessons in 
the past year or so which they are not going to forget 
or give up in a hurry.” 

@ee@e Maid-O-Mist, statement by W. J. Woolley, 
president, Maid-O-Mist, Inc. 

“I believe it is a timely happening. It goes with- 
out saying that the NRA was a wonderful movement 
in theory, and that it has brought about some reforms 
that will be lasting and beneficial. However, I am 
inclined to believe that codes or code promises have 
been a drawback to our industry rather than an aid. 

‘As I sense what has happened since the formation 
of the NRA, the rank and file of the trade were led to 
believe that codes were going to be a cure-all for 
business and they were tutored into believing that 
once a code was signed, it would throw a stone wall 
around the industry that would protect each indi- 
vidual’s interests and make him prosper in spite of 
himself. 

“Therefore, a very unfortunate thing seems to have 
happened. A great majority of the trade (and this 
goes for contractors, jobbers and manufacturers), sit 
by idly, hoping and dreaming of an early adoption 
of a cure-all code under which they would operate. 
jut it took months to formulate and coordinate the 
mass of varied ideas presented, into one common con- 
tract that would at least appeal to a sufficient num- 
ber of the trade to warrant its adoption. Then we 
again sat by our oars for many more months, waiting 
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for this code to be signed. And even after the Presi- 
dent affixed his signature, we again waited and 
waited some more for the enforcement machinery to 
get into motion. Then alas, changes had to be made 
and more changes and up to the time of the Supreme 
Court sentence, we still seem to be waiting for some 
miracle to happen. At least, as far as I know, no 
credited amount of results have been forthcoming 
from codes in our industry. 

“It seems to be generally agreed that the era of 
codes has caused the trade, bluntly speaking, to wan- 
der away from the good old initiativeness of going 
after business. After all, there is a lot of money still 
molding in the American pocketbook and will con- 
tinue to do so until an appeal is presented that is 
stronger than the shopper’s clutch on the purse 
strings. 

“I cannot help but believe that if the same amount 
of effort had been put forward in developing a desire 
on the part of the American family to want and to 
possess the conveniences and services our industry 
has to sell, there would be far more smiles on the 
faces of our craft than there is today. 


“It is the duty of American industry to 
take every step to bring back prosperity 
quickly and thereby justify our form of 
government.’’ 


‘“Let’s get back to good old time hard plugging, and 
we will be amazed to learn that it isn’t so difficult to 
locate the fellow with rusty money in his old sock 
after all, particularly with the aid of the glorified 
time-payment plan that has taken on new life in sea- 
son months. At any stage of the game, business again 
must steer its own course and the good sailor will 
undoubtedly get to port just as he always has done.” 


@@e American Sanitary,statement by H. C. Bulk- 
ley, president, American Sanitary Manufacturing Co. 
“I sincerely hope that members of our industry will 
make no change in the existing labor relations be- 
cause of the Supreme Court NRA decision. This is 
an Opportunity for us to show labor and the Admin- 
istration that industry can be depended upon for fair 
procedure without direction by the Government.” 


@ ee Clow & Sons, statement by Kent S. Clow, ex- 
ecutive vice president, James B. Clow & Sons. 

“The decision of the Supreme Court clearly defin- 
ing constitutional limits—the respect for which made 
the United States the greatest country of modern 
times—can't help but be beneficial in the long run. 

“The policy which has made us great in the past 
should be followed now—namely, we should preserve 
what was good in the NRA—minimum wages—maxi- 
mum hours—the elimination of child labor—fair col- 
lective bargaining, with no coercion from any source 
—fair trade practices. We should do away with the 
un-American efforts to’ establish a dictatorship. 

“In the long run, the Supreme Court decision will 
be celebrated as a great forward step. It is the 
dluty of American industry to take every step to bring 
back prosperity quickly, and thereby justify our form 
of Government.” 














QUESTIONS and ANSWERS 





HOW MANY SPRAY NOZZLES FOR COOLING? 


To THE EpITor: 


I would appreciate it if you would give me informa- 
tion regarding spray nozzles. I want to know the num- 
ber necessary to cool a certain amount of air. We cool 
in this country by recirculation of water. 

Clovis, N. Mex. ce. 5 


To THE READER: 

On the air conditioning humidifier there should be 
about 5 nozzles for every 1,000 c.f.m. handled and each 
nozzle requires about 1.8 g.p.m. of circulating water. 
The flooding nozzles depend on the width of the washer 
and require about 1 g.p.m. each. 

While there is some variation between different air 
washer manufacturers, we feel that the above represents 
good practice. With a double row of sprays in a washer 
and recirculated water you should be able to cool the 
air 99 per cent of the wet bulb depression. 


THREE POSSIBILITIES LISTED AS OIL TROUBLES 


To THE EDITOR: 


We have a boiler having a grate width approximately 
32% in. The grate length is approximately 70 in. The 
total E.D.R. load on the boiler is approximately 2500 
sq. ft. 

We have an oil burner of the gun type equipped with 
a '% h.p. motor installed at the rear of the boiler. With 
this set-up we are unable to get steam pressure on the 
boiler. We can, however, raise the pressure by closing 
all radiators on the first, second and third floors. 

We will thank you to give us the proper size of com- 
bustion chamber, amount of oil to be burned consider- 
ing the heating value of the oil to be 18,000 Btu. per 
pound and other data which will assist us to straighten 
out this job. 

For your information, wish to say that this was for- 
merly a coal fired boiler and with coal as a fuel it was 
possible to get satisfactory operation. We do not know 
the entire history, but I am inclined to believe that had 
the oil burner not been satisfactory upon first being in- 
stalled several years ago, the owner would have detected 
this condition. 

The writer is under the impression that the insuff- 
ciency of this boiler unit is due to the combination of 
three things, namely : 

1. That the combustion chamber is not properly de- 
signed. 

2. That the oil burner is of insufficient capacity. 

3. That the oil is of an inferior grade. 


We shall be very glad to forward you a specimen of 
the oil and any other information that you might desire. 
Mississippi. PS te 


To THE READER: 
Your 2,500 sq. ft. of steam radiation if it includes a 
25 per cent allowance for pipe losses will require 
2,900 * 240 
—— or 6 gal. per hr. of oll 
18,000 * 8 « .70 
while if it does not include pipe losses it will require 
about 25 per cent more or 7% gallons of oil per hr. 

For the first amount the combustion chambers should 
have between 25 and 30 cu. ft., while for the second 
amount 30 cu. ft. to 40 cu. ft. will be necessary. 

This is the minimum to supply heat for exactly your 
heating load. If the burner has a maximum capacity 
of 8 or 9 gallons per hour the combustion space should 
be proportionately greater. 

You should check with the burner manufacturer to 
see what grade of oil is designed to be used in the burner 
and then you should use this grade of oil. We would 
refer you to various articles and discussions on oil burner 
troubles, draft and settings which have appeared in re- 
cent issues of this publication. 





QUESTIONS ONE-PIPE GRAVITY STEAM JOB 


To THE Epitor: 

We are taking the liberty of enclosing a sketch of a 
heating installation, as shown in Fig. 1, which we prefer 
to the one-pipe steam system which it has been requested 
for us to furnish. Your criticism and suggestions would 
be gratefully appreciated. 


Penn. H. M. G. 


To THE READER: 

In the gravity, one-pipe steam system each radiator 
has but a single connection through which steam must 
pass into the radiator and condensation must pass out 
of the radiator and is equipped with an automatic air 
valve—see 1934 Guide, p. 419 and 420—which makes 
the system shown in Fig. 1 classify as-a one-pipe gravity 
steam system. A study of Fig. 1 shows that the steam 
runouts from the boiler are connected together into a 
sort of header from which a vertical branch is taken up 
to the first and second floor hall radiators and a hori- 
zontal branch is taken up a short distance vertically, then 
turns horizontally and splits into two horizontal mains 
running around the building and from which the balance 
of the radiators are supplied. 

At the ends of these mains a quick vent valve is used 
from which a drop is taken down into the bottom of a 
Hartford loop—or, at least, this is the way we understand 
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en quick vent valve located there instead of 
(st &.2nd tloor running 35 to 45 ft. before doing this. The 
seid second point is that we do not like the idea 
ma of taking all of the condensation from the 
ing —— oe anit |S ae riser to the hall radiators back into the boiler 
Pi Ve ha ee header even though this header is dripped 
3 yax/4 EV through the balance pipe for the loop. The 
[sth Wf so Oe rss: fe third point we object to is the use of a cross 
ial eae athe - gee in the boiler header which is regarded as 
75 er” or ont *. was 4 bad practice in all steam fitting work owing 
d. th nes) PS ber =< to the weakness of this design of fitting. The 
niin 1 _ fe.7 . fourth point is that we would prefer to see 
above norma! Water Line — oe ee the balance pipe for the loop connected on to 
ao 5m Wat» 135" the end of the header after the runouts to 
the system have all been taken off as shown 

in Fig. 2. 
Fig. | While our correspondent carefully has 


the sketch. We assume that the main is terminated so 
as to actually bring these two drops practically over the 
location of the loop and that the drawing has been dis- 
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Fig. 2 


torted in this respect for the sake of clearness. A bal- 
ance pipe for the loop is also shown coming from the 
header down to the top of the loop and presumably 
draining the header as well as balancing the loop. 

If our reader wants our frank opinion on this layout 
we would say that it simply is a one-pipe system with a 
dry return instead of a wet return. Moreover, the use 
of a dry return where a wet return may be installed is 

















eae _ 1% Hor (Yeej Ma iy (ed. E11. 
fed. Li 
- 1% Aor Pyoe 
As Show Corrected 
Fig. 3 


never considered as desirable. For example, it will be 
seen that on one circuit of the basement main he has 
added 35 lin. ft. to the length of the main while on the 
other side he has added 45 lin. ft. to the other main. 
As far as the sketch shows, there is no logical reason for 
this as the main apparently could have been dropped just 
as well after the last radiator has been supplied and the 


used eccentric tees in the steam main cir- 

cuits where pipe sizes are changed he has 
placed reducing ells where he changes to the final 1% in. 
pipe size and, unless these ells are turned down with an- 
other ell on the bottom as shown in Fig. 3, there will be 
a water pocket formed in the mains by this reduction. 
The 31%4 by 2% by 2% in. tee where the circuits split 
off of the main branch is apparently turned down and 
will not give any trouble being drained through the 
branch running off to the right. 

The use of checked air valves on the system will re- 
sult in holding the heat in the radiators for a longer 
period and will be beneficial to the operation of the 
system in several ways. The quick vent valves in this 
case also should be checked valves. The use of checked 
air valves however does not change the type of system 
from a one-pipe gravity steam system as such a system 
may be equipped with “manual,” “automatic” or 
“checked” air valves without changing the type of system. 


AIR CONDITIONING WITH WELL WATER 


To THE EpiTor: 


In a local theatre it is desired to change the cooling 
system. At present a fan and an air washer or humidi- 
fier of 187 nozzles is connected to a circulating pump 
which uses stored water. We expect to use a deep well 
in place of the present set-up. As yet, the well is not 
completed and we cannot determine what the water sup- 
ply will be. However, in view of the constant question- 
ing of the owner, we would like to know if possible what 
size pump, in gallons per minute capacity, must be used 
to supply the nozzles. What size pipe should be used to 
carry the water from the pump to the air washer? What 
is the minimum number of gallons per minute that can 
be used? Is it possible to cut down the number of 
nozzles if water supply is insufficient from pump to the 
air washer? Our circulating pump has a 3 in. supply 
line and a 4 in. suction line. 

When the well is completed we shall advise you in 
order to receive your further help. 

New York. K. F. G. 


To THE READER: 


Each nozzle requires about 1.8 g.p.m. while the noz- 
zles on the eliminator plates require about 1 g.p.m. each. 
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While there is some variation between different makes 
of washers, on the above basis you would require about 
1.8 X 187 or 337 g.p.m. 
to which must be added about 25 per cent for flooding 
and eliminator nozzles, making 
337 g.p.m. 
84 g.p.m. 


ee 


421 g.p.m. 


Possibly you have included the flooding nozzles in the 
count of 18/7 and, if so, the quantity of water would be 
correspondingly reduced. 

According to the catalog of a prominent air washer 
manufacturer, this washer should have a capacity of 
about 80,000 c.f.m. and is a good sized washer. 

The size of the pump, of course, depends on the speed 
at which you are able to operate. The same manufac- 
turer calls for a centrifugal pump with a 5 in. suction 
and 4 in. discharge. 

Yes, if you have two rows of nozzles across the washer 
one row may be shut off but you will accomplish only 
about 70 per cent of the cooling. 

Unless you have a well of more or less unusual capac- 
ity we are afraid you are going to run short of water. 
The pump you mention with a 3 in. discharge and a 4 
in. suction seems about one size too small to accomplish 


100 per cent cooling. 


A LIVE PROSPECT FOR AIR CONDITIONING 


To THE Epiror: 

I have a real live prospect: a job in a home here, and 
wish to get some information and suggestions in connec- 
tion with it. This owner is in the market for cooling 
the living rooms only this summer. Would you give me 
an idea of what is necessary to install equipment for the 
main room, which measures 22 ft. by 18 ft. with a 9 ft. 
ceiling. Also would like a figure (approximately) on the 
whole building. This house is one story, 300 ft. from 
a deep clear water lake. Would it be practical to use 
water from the lake? There is no basement, but there 
is a garage space near by in which the machine could be 
placed. 


Florida. (;. H. M. 


To THE READER: 

If you use a small air washer and pump taking water 
out of the deep part of the lake you should be able to 
cool the air to within one or two degrees of the lake 
water temperature. You will have to investigate the lake 
water and find out at what temperature this water is 
during the summer. 

You will probably need 800 or 1,000 c.f.m. of air, 
which should be put in at the ceiling with about 600 to 
800 c.f.m. carried back to the fan through a floor register 
or two for recirculation. Protect your room from the 
sun as much as possible by the use of awnings. The 
piping to the lake you will have to estimate yourself 
and it probably will not be over 3 in. in size. After the 
water passes through the washer it may be allowed to 
run back into the lake. The duct work will have to be 
about 12 in. by 18 in. at the fan with two inlets having 
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grilles about 18 in. by 24 in. The recirculation register 
would be 24 in. by 24 in. or two 12 in. by 24 in. or 
equivalent. The return air duct should be about 12 in. 


by 14 in. 


LAST RADIATOR ON LINE FILLS 


To THE Epitor: 

In Fig. 4, I am submitting a sketch of a steam job 
where the last radiator on a long line fills with water 
when there is 3 to 5 Ib. pressure on the system. I have 
an idea that the 1 in. return should be increased to 1% 
in. All of the pipes have a good pitch and the radiators 
heat all right with no hammering until the pressure is 
raised at which time the last one fills with water. Will 
you please give me an opinion about this job? 

Conn. =. we a 


To THE READER: 
There is no doubt that your runout—for that is what 
it really is—to the last two radiators is much too small. 
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Fig. 5 


In fact, with the radiator condensation coming back 
through this pipe and the length of the runout considered, 
it should be about 2% in. As you state that all the lines 
are run with a good pitch we are going to suggest that 
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you make an improvement in this connection not by 
enlarging it, but by pitching it in the opposite direction 
and running a 1 in. return drip from the end of the 
main back to the 1 in. drip in the excavated portion of 
the cellar. 

The reasons for this suggestion consist of the fact that 
it is difficult to get such a long runout to work properly 
when the flow of the return is against the steam unless 
an unreasonably large size of pipe is used combined with 
a very substantial pitch. On the other hand, if the run- 
out is changed as indicated in Fig. 5, then the flow of 
steam and the condensation in the runout will be in the 
same direction and all of the condensation will be re- 
moved from the steam main down at the last radiator 
coming back in an entirely separate pipe. If this cannot 
he done then the only alternative is to use a 2% in. pipe 
and hope for the best with the run and pitch following 
the present 1% in. line. 


PROBLEM IN WATER HEATING 


To THE EpiTor: 

Water in a 300-gallon storage tank is to be heated at 
160 Fahr. by live steam from a 15 h.p. gas boiler at 
/0 |b. gauge pressure and the steam supply to the coils 
is controlled by a thermostatic regulator while the returns 
are handled by a bucket trap. 

(a) What is the pressure drop in the coil if the enter- 

ing water is at 50 deg. Fahr.? 

(b) How many pounds of steam are used per hour 

to heat this water? 

Penn. >. & ©. 


To THE READER: 

The pressure drop in the coil is a variable depending 
on a number of matters; for example, if the tank were 
cold and if the coil had sufficient surface, all of the steam 
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Fig. 6 


could be condensed as fast as it entered and there would 
be no pressure at the outlet of the coil. Under this 
condition the pressure drop would be 70 Ib. 

If the water in the tank were entirely heated up to 
the same temperature as that of the 70 Ib. steam, then 
there would be no condensation in the coil and the full 





June, 1935 


70 lb. pressure would be present at the outlet of the coil. 

Ordinarily the coil is not sufficient to condense all the 
steam nor is the tank water at 50 deg. Fahr.; likewise it 
is not usual to find the water as hot as the steam. Conse- 
quently the steam pressure on the outlet of the coil will 
vary with the relative size of the coil compared to the 
size of the steam supply and to the average temperature 
of the water in the tank. 

The number of pounds of steam used per hour varies 
with the entering temperature of the water and the 
amount of water drawn from the tank. It generally is 
considered that every pound of steam condensed in a 
coil releases about 1,000 Btu. which are transferred to 
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the water. Every pound of water heated 1 degree re- 
quires 1 Btu. 

If the water enters at 50 deg. Fahr. and leaves at 160 
deg. Fahr., each pound of water is raised 

160 deg. Fahr. minus 50 deg. Fahr. or 110 degrees 
and will require the addition of 110 Btu. 

Thus, each pound of steam will heat 

1,000 Btu./110 Btu. or 9 Ib. water 
through the temperature rise of 50 degrees to 160 deg. 
Fahr. 
As a gallon of water weighs 814 lb., each pound of 
steam would heat 
| 9 1b./81% Ib. or 1.08 plus gal. 
and to heat 100 gal. of water per hour will require 
100 gal./1.08 gal. or 92.6 Ib. steam. 
It will be noted that, roughly, this is a pound of steam 
per gallon. 

The size of the storage tank has no bearing on the 
amount of steam used over a long period as there are 
two things the steam must do in a tank. First, it has to 
heat the incoming cold water as the heated water 1s 
drawn off and, second, it has to supply the radiation 
losses from the heated tank, see Fig. 6. If a circulating 
system is connected up with the tank, then the steam also 
has to supply the heat radiated from the circulating 
pipes ; see Fig. 7. 

We feel that it would be better for you to employ a 
pressure reducing valve on the steam supply for the 
tank so as to cut the pressure down to about 5 Ib. in 
order to avoid noise and the possible damage which may 
occur when the regulator opens and shoots steam at 70 
lb. pressure into a coil which may be surrounded by cold 
water. 
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268 INSTALLATIONS OF 
PROGRESSIVE ROTATION 


AND NOT A SINGLE 
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When a man can make a report like that—as a Silent 
Glow dealer has recently done—it is convincing proot 
that Progressive Rotation makes possible far greater prof- 
its. There are two outstanding reasons why you also 
can equal this record. 


a) Oo 
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THE BURNER OF TOMORROW—SILENT GLOW 
MODEL 800 


Flex-ile Drive (4) together with rubber motor housings (3) 
eliminates vibration. 

Progressive Rotation, produced by rifled air tube (8) pro 
vides more efficiency combustion with absolute qutet. 
Radio interference eliminator, plus short (6 inch) high ten- 
sion leads (7) prevents radio interference, while stream-line 
terminals (6) further insure quietness. 


In the first place Progressive Rotation is the only prin- 
ciple ever developed for gun-type burners that insures 
both silent operation and perfect mixture of oil and air. 
It is an engineering fact that burners with old-fashioned 
turbulators must sacrifice quiet for efhciency—or efh 
ciency for quiet. By using a rifled air-tube in place of 
turbulators, Progressive Rotation solves two problems at 
once. It provides greater efhciency of combustion, more 
heat per gallon of oil, and a degree of silence previously 
unknown. 


In the second place a superior burner is backed by a supe- 
rior service. There is a factory merchandising man just 
around the corner at all times. In New England and 
New York State, for example—where most manufac- 
turers have one or two men—Silent Glow has 28. <A 
dealer manual based on the actual practical experiences 
of over 1,000 dealers is yours to help solve problems of 
selling, installing, and servicing, all types of burners in 
all kinds of places. 


No wonder Silent Glow dealers are “going places.” Mail 
the coupon today for full facts. 


SILENT GLOW 
OIL BURNER CORPORATION 


FACTORY: BRANCHES 
HARTFORD, CONN BOSTON. CHICAGO 


Silent Glow Ol Burner Corp. Dept. DE-6. 
Hartford, Conn. 

Please send me at once the complete story on Progressive 
Rotation. 


Name 
Street 


City . State 
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Small Pipes— 


(Continued from Page 56) 


shown in Fig. 9 will be considered. It will be seen on 
reference to Fig. 9 that a 1 in. size with a circulation 
head of 4 ft. will deliver 6 gal. or a 1% in. size with a 
circulation head of 5 ft. will deliver 12 gal. As 6 gal. 
is not enough the 1% in. size will be used. Heads be- 
low 21% ft. should not be used on this type of work. 


HOW TO SELECT BOILER 


A boiler will now be decided upon based on supplying 
(a) the radiation heat delivered, (b) the heat lost from 
the mains, (c) a 25 per cent allowance for morning 
pick up and (d) the domestic hot water load. This 
gives 


Radiation 


. 400 sq. ft. (at 200 Btu.) 


Piping 25% 100 sq. ft. 
Pick up 25%.... 100 sq. ft. 
eee 600 sq. ft. (at 200 Btu.) 


If any hot water heating is to be done off of the boiler 
this also must be added to the boiler load on the basis of 
4% sq. ft. for every gallon of water heated per hour. 
This does not mean tank capacity or anything like that; 
it is for each gallon of water heated 100 degrees in the 
space of 60 minutes and at the maximum rate at which 
the boiler will be called on to heat domestic water. 

If the boiler in the case under consideration, for ex- 
ample, has an indirect heater which is connected to a 
30 gal. tank and if the tank is expected to heat in a 3 hr. 
period, the amount of heating which must be done will be 
30 gal. & 81% Ib. & 100 degrees 
a ia : __—___.. equals 8,333 Btu. hr. 


- 


3 hrs. 
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Fig. 9—Performance curves for the 
circulating equipment shown in 
the photograph marked as Fig. 4 


and this divided by the radiator heat emissions 
of 200 Btu. gives the equivalent radiation 
for the water heating as 


8,333 Btu. / 200 Btu. or 41% sq. ft. 
Using the rule previously quoted it would give 


30 gal. / 3 X 414 sq. ft. or 45 sq. ft., 


and this allows a little for radiation losses on the indi- 
rect heater and piping for same. So to the 600 sq. ft. load 
on the boiler previously determined, 45 sq. ft. more 
must be added for hot water making the total load 


600 sq. ft. 
45 sq. ft. for H.W. 


645 sq. ft. load on boiler. 


But now is the time to be careful! This is 645 sq. ft. 
of hot water radiation but it is 200 Btu. radiation and 
not 150 Btu. radiation. On the other hand if the boiler 
is rated in hot water radiation, it will be on a 150 Btu. 
radiation and must have its rating changed to consider 
200 Btu. radiation. 


BOILER ALLOWANCE FOR 200 Btu. 


This is done by multiplying the boiler rating by 150 
Btu. and dividing it by 200 Btu. so as to find out how 
much of 200 Btu. radiation the boiler is good for. Sup- 
pose two boilers are to be considered one for 750 sq. ft. 
hot water rating and the other for 875 sq. ft. The first 
will carry 


750 & 150 / 200 or 562 sq. ft. of 200 
Btu. radiation while the second will carry 
875 « 150 / 200 or 656 sq. ft. of 200 


Btu. radiation and thus the second is seen to be large 
enough for the installation assumed. 
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A. H.& A. C. Index— 


(Continued from Page 53) 


burner permits issued in 48 cities showed substantial 
increases over March. This would seem to indicate that 
when complete figures are in for April, the upward trend 
of the automatic heat and air conditioning curve will 
continue. 


AIR CONDITIONING 


The listing marked Table I shows the number and 
horsepower of summer air conditioning installations 
made in 15 cities during the first four months of 1935. 

These figures bring out quite forcibly the rapid prog- 
ress being made in the sale of this type of equipment. 

Last month the Marketing and Research Bureau com- 
pleted a survey which showed that air conditioning in- 
stallations in 1934 were 77.6 per cent ahead of 1933, 
and more than all of those made prior to 1933. In 
previous years something in the neighborhood of 20 
per cent of summer air conditioning installations have 
been made during the first four months of the year. If 
this same trend holds true this year, all cities with one 
exception will show substantial increases over last year, 
and Chicago, Detroit, New York City (Manhattan and 
the Bronx) and Dallas will show increases of more than 
100 per cent. 


VALUE OF AIR CONDITIONING ORDERS BOOKED 


March and first quarter shipments of 1935 for air 
conditioning equipment compared with the same period 
of last year are shown in Table IT. 
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TABLD II 
AIR CONDITIONING EQUIPMENT 
Value of Orders Booked 

neha . wi IS pal RT soll aha ee aT POE Fe Per Cent 
Increase 

First 
PerCent Quarter, 

Increase 1935 
1935 over First 








March over Quarter, 
1935 1934 1934 1934 
Pee GROGD citecccvetes $ 577,484 $389,908 48.1% 44.1% 





Unit Heater Group.... 369,454 343,340 7.6% 28.4% 
Air Washer Group— 
Air Washers in- 
cluding pumps and 
motors and con- 
trols where fur- 
WD - é baa e-045% 149,251 38,974 26.3% 72.4% 
Air Conditioning 
Units for indus- 
trial purposes 
only. (Including 
accessories) 114,626 169,152 47.6%°* 29.6% 
Total Values........ $1,110,815 $941,374 18.0% 36.3% 


*Decrease. 











April oil burner permits in 48 cities show an increase 
that is about 5 per cent greater than seasonal when 
based on the permits issued for the first quarter. Due 
to the fact that laws governing oil burner permits vary, 
these figures are not conclusive; for example, in Chicago 
the figures cover only those installations made in build- 
ings requiring one thousand or more feet of steam radia- 
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tion. Nevertheless, this data is sufficiently complete to 
indicate the trend. They are shown in Table ITI. 




















TABLE III 
OIL BURNER PERMITS 
— 1935—— ———~ 

City Jan. Feb. March April Totals 
ARIZONA 

EE as can 06% « 0 0 0 { 4 
CALIFORNIA 

EE. “6. 6 oc6 0:6 60 2 ! l 0 4 
CONNECTICUT 

Bridgeport 12 10 5 7 34 

Hartford ...... ‘i 33 24 15 19 91 

gk 6 7 7 2 22 

New Haven..... +> 26 18 16 21 81 
Em & 

Washington .. — 174 282 178 959 
DELAWARE 

Wilmington... 17 19 14 16 65 
IDAHO 

0 ee aa 1 9 ) 0 11 
ILLINOIS 

SE og tan ow ee: 14 17 10 16 57 

I ins os wat l 4 2 2 9 
INDIANA 

South Bend . I 0 I 0 2 
IOWA 

Des Moines.... 29 19 18 yA) RG 

Dubuque ..... 4 2 2 2 10 

Waterloo ..... ; ] 2 0 0 3 
MAINE 

Portland .. er 7 14 11 5 37 
MARYLAND 

Baltimore ... 147 118 158 192 615 
MASSACHUSETTS 

ene coe we ' 139 96 50 269 554 

Springfield ..... 18 20 21 25 R4 
MICHIGAN 

Detroit oma % : 56 53 125 51 2R5 
MINNESOTA 

Minneapolis . ' 58 46 50 78 232 

ae Me oct ss 35 21 27 60 143 
MISSOURI 

mes BSc cs: 11 8 9 4 32 
NEBRASKA 

CL oe tb ewe « 43 18 9 35 105 
NEW JERSEY 

East Orange.. 8 9 18 19 54 

Flizabeth ....... 12 12 11 12 47 

Jersey City .. 51 26 55 §3 195 

Long Branch 3 p) 0 2 5 

Orange 4 0 2 5 1] 

Paterson ... 10 4 9 12 35 
NEW YORK 

Be cnossaeee 6 18 28 25 77 

Mount Vernon . 14 6 15 29 64 

Rockville Centre 15 5 10 14 44 

Schenectady .. 15 12 16 19 62 

Se 12 13 10 17 52 

Yonkers .... 20 11 19 21 71 
OHIO 

Cincinnati .... 5 2 $ 4 14 
OREGON 

PortianG ...... 39 48 87 94 268 
PENNSYLVANIA 

re 2 2 5 4 13 

Philadelphia 122 94 148 232 596 
RHODE ISLAND 

Providence v 44 25 51 20 159 
SOUTH CAROLINA 

Charleston ..... 2 2 0 5 
VIRGINIA 

Newport News fy 3 
W ASHINGTON 

re 136 74 RR 118 416 

Spokane .... 2 3 5 { 15 
WISCONSIN 

Milwaukee .. 11 a 11 19 51 

Oshkosh ...... 64 2 ! 0 i 4 

Wauwatosa 1 1 ; 2 7 

. aaa . 1,632 


1,088 


er ee 


1,430 1,744 5,734 
March and first quarter shipments of 1935 for oil 
burners as compared with the previous year are shown 


in Table IV. 
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TABLE IV 
OIL, BURNER SHIPMENTS 
ete i Serta: Per Cent 
Increase 
First 


PerCent Quarter, 
Increase 1935 
1935 over First 








March over Quarter, 

1935 1934 1934 1934 
Domestic Mechanical Draft. 4,350 3,985 9.2% 
Domestic Natural Draft..... 152 365 57.8% * 
Industrial Mechanical Draft 676 678 0.3%°* 
Industrial Natural Draft.... 227 231 1.7%* 
Boiler Burner Units...... ' 365 247 47.8% 
Furnace Burner Units....... 47 25 88.8% 

a os re 5,817 65,531 5.2% 21.7% 


*Decrease. 
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Figures showing the number of stoker permits issued 
in 12 cities during the first four months of 1935 are 
listed in Table V. For the most part, stoker permits are 
required only on apartments, commercial and industrial 
installations. These figures, therefore, serve to indicate 
the trend in larger stokers only. 


TABLE V 


ag re 








STOKER PERMITS 
—— 1935 —-—-—- —- 

City Jan. Feb. March April Totals 
CONNECTICUT 

DP.  o66¢s esos oboe 1 0 0 1 9 
[ILLINOIS 

0 Ee . Bae 61 49 76 298 
INDIANA 

South Bend ..... gaat 1 0 0 0 1 
IOWA 

Des Moines ....... . 4 3 7 iD 14 
MISSOURI 

a, MED sawecce = 4 3 2 2 11 
NEBRASKA 

PR. ce odey 0 4 2 2 1 l 6 
NEW JERSEY 

Jersey City ...... sien | 0 0 0 1 

Bast Oremme......... 3 3 
NEW YORK 

DE -eceede eben vo 3 5 4 3 15 
OHIO 

Cincinnati ...... ' 44 34 17 13 108 
PENNSYLVANIA 

ne ‘cceosssawes« es 0 0 3 0 3 
UTAH 

Salt Lake City.. 5 3 6§ 3 7 

MRE wh izebecsecs 177 111 R9 102 479 





March and first quarter shipments of 1935 for stokers 
as compared with the previous year are indicated in 


Table VI. 





TABLE VI 
MECHANICAL STOKER SHIPMENTS 
Number of Units 





Per Cent 
Increase 
First 
PerCent Quarter, 
Increase 1935 
1935 over First 





March over Quarter, 
1935 1934 1934 1934 
Class 1—Residential ........ 955 644 48.3% 61.3% 
Class 2—Apartment .........- 84 64 31.2% 48.9% 
Class 3—General Commercial. 37 22 68.2% 3.6% 
I Ee ene ee ke 1,076 730 47.4% 60.9% 
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Fuel Oil— 


(Continued from Page 59) 


has a gravity heavier than water, and at the same time 
has a low viscosity. When this type of fuel was first in- 
troduced, many customers complained that there was 
something radically wrong with the oil because water 
had separated on top of the fuel during shipment. Many 
examples could be cited to prove that it is no longer pos- 
sible to judge correctly the quality of a fuel oil from 
gravity alone. 


A.S.H.V.E. to Award F. Paul Anderson 
Medal at Annual Meeting 


The Council of the American Society of Heating 
and Ventilating Engineers announces that the F. Paul 
Anderson Gold Medal will be awarded at the 42nd 
annual meeting of the Society in Chicago, Ill., January 
27 to 31, 1936. Prof. G. L. Larson is chairman of 
the Committee on Award which will determine the suc- 
cessful candidate. 

Each nomination sent to the Committee on Award 
must be accompanied by a statement of the candidate's 
accomplishments, specifically mentioning the work done 
or services performed and indicating in what way such 
work or services have been outstanding in the field of 
heating, ventilating or air conditioning. 

All nominations must be in the hands of the com- 
mittee on July 1, 1935, and are to be addressed to the 
Committee on F. Paul Anderson Medal Award, c/o 
Secretary, American Society of Heating and Ventilating 
Engineers, 51 Madison Avenue, New York, N. Y. 

At the annual meeting of the Society in Buffalo, 
N. Y., the Council appointed the committee and Presi- 
dent John Howatt announced the personnel as follows: 
Prof. G. L. Larson, chairman, Madison, Wis.; H. P. 
Gant, Philadelphia, Pa.; L. A. Harding, Buffalo, N. Y.; 
S. R. Lewis, Chicago, Ill., and W. E. Stark, Cleveland, 
Ohio. 

The F. Paul Anderson Award was created and an- 
nounced at the 36th annual meeting of the Society by 
President Thornton Lewis and the first presentation of 
the medal was made to W. H. Carrier, Newark, N. J., 
at the 38th annual meeting of the Society in Cleveland, 
January, 1932. 

The medal is named for the late F. Paul Anderson, 
Past President of the Society, a former Director of its 
Research Laboratory, and for more than forty years 
dean of the College of Engineering at the University 
of Kentucky. 








Two New Air Conditioning Concerns 
Are Organized 


The Air Conditioning Company of Tampa, Fla., has 
been incorporated by F. L. Mott and J. R. Farrior. 

The National Air Conditioning Company has just 
been organized by B. C. Miller and S. A. Price and has 
established business headquarters at 211 Pearl Street, 
Dallas, Tex. 

















NEWS of the SUPPLY FIELD 





American Radiator Co. 
Promotes Two Officials 


John E. King, assistant treasurer of 
American Radiator Co., New York City, 
since 1927, has been appointed treasurer 
succeeding Donald M. Forgan, who will 
continue with the company in his posi- 
tion as vice president. Henry L. Wei- 
mer, assistant treasurer of the Ameri- 
can Radiator and Standard Sanitary 
Corp., has been made a vice president 
of the American Radiator Co. 

Before he became assistant treasurer 
of the company, Mr. King was em- 
ployed for ten years by the Union Pa- 
cific Railroad and for ten years before 
that was connected with the Southern 
Pacific Railroad. 

Mr. Weimer entered American Radi- 
ator’s employ at the age of fourteen in 
Chicago. In 1914 he was made an audi- 
tor and in 1922 was given the title of 
auditor of disbursements, which posi- 
tion he held until he was made assist- 
ant treasurer in 1927. When the Amer- 
ican Radiator and Standard Sanitary 
Corporation was formed in 1929, he 
continued as assistant treasurer of the 
American Radiator Co., and also took 
over the position of assistant treasurer 
of the parent company. 





National Radiator Corp. 
Creates Financing Company 


The constantly increasing volume of 
modernization business financed under 
the National Radiator Protective Pay- 
ment Plan has led the National Radia- 
tor Corporation, Johnstown, Pa., to 
create a subsidiary company to handle 
such financing, according to a recent 
announcement. 

The new organization, known as the 
Housing Finance Corporation, operates 
under the federal insured loan plan. Its 
first official act was the liberalizing of 
payment terms by a special summer 
offer, permitting property owners to 
have plants installed now, with the first 
monthly payment deferred to as late 
as September 30. 

All the features of the regular Na- 
tional Radiator Protective Payment 
Plan are being retained. No down pay- 
ment will be required; pay periods may 
run up to three years; FHA rates will 
be charged. Red-tape has been reduced 
to an absolute minimum, while permit- 
ting the applications to be kept confi- 


dential. The free insurance feature, by 
which decreasing term insurance is car- 
ried on each insurable purchaser, or 
if he is not insurable—upon some mem- 
ber of his household, will be continued, 
as will the boiler bond. 

Under the deferred payment plan, 
with no payments necessary until fall, 
contractors will receive their money 
when the job is completed, just as they 
do under the regular plan. In addition 
to the elimination of any hold-back, the 
plan involves no recourse on contrac- 
tors; no conditional sales agreement; 
and no requirement as to the qualifica- 
tion of the contractor. 








Assumes Control of 
Richmond Radiator Co 


Operating control of the Richmond 
Radiator Company, Inc., has passed to 
the Reynolds Metals Company, Inc., 
New York City. The Reynolds interests 
have become more active in the resi- 
dence field and now have several sub- 
sidiaries making plumbing and heating 
products and specialties. 

In taking over the Richmond Radia- 
tor Company, the Reynolds company 
equips itself with facilities for making 
steam and hot water heating boilers, 
gas-fired boilers and radiators as well 
as enameled iron bath tubs, lavatories 
and sinks, 

General offices of the Richmond Radi- 
ator Company are at 1480 Broadway, 
New York City. Both its boiler and 
radiator plant and its enameled ware 
plant are at Uniontown, Pa. 

W. G. Langford continues as presi- 
dent, Donald D. Smith as vice president 
and H. N. Kelley as secretary and treas- 
urer. 








Engineer Heads Briggs 
Plumbing Manufacture 


Lyman C. Athy, metallurgical and 
ceramic engineer of Detroit, Mich., has 
been appointed superintendent of manu- 
facturing operations for the new plumb- 
ing division of the Briggs Manufactur- 
ing Company, Detroit, according to 
John A. Callahan, general manager of 
the plumbing division. 

Mr. Athy, who graduated in metal- 
lurgy from Ohio State University, for- 
merly was in charge of enameling and 
research for the General Electric Co. 
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Walworth Co. Bondholders 
Endorse Reorganization Plan 


Committees representing holders of 
outstanding bonds and debentures of 
the Walworth Company of New York 
City have joined with the company in 
recommending the adoption of a plan 
for reorganization of the company’s 
capital structure, according to a letter 
sent to security holders. Details of the 
plan were made public recently when 
the company filed a petition for re- 
organization under section 77b. 

Members of the two committees 


which have endorsed the plan are: 
Bondholders committee, Burton A. 
Howe, chairman; Charles Francis 
Adams, Edmond Carley, James J. 
Minot, Jr., James W. Wheeler, deben- 
ture holders’ committee, John R. Mont- 
gomery and Clarence M. Schwerin, 
joint chairmen; Charles D. Hartman, 


Jr., John B. Huffard, Thompson T. 
Sweeney, Archie A. Way. 

The company’s committee on _ reor- 
ganization, composed of Edgar C. Rust. 
chairman, Howard Coonley, W. B. Hol- 
ton, Jr., and Walworth Pierce, will co- 
operate with the other two committees 
in bringing about the acceptance, con- 
firmation and carrying out of the plan. 





Wm. B. Scaife & Sons Co. 
Elects Vice Presidents 


At a recent meeting of the board of 
directors of Wm. B. Scaife & Sons Co., 
Oakmont, Pa., two new vice presidents 
were elected to office in the company, 
namely, Robert E. Cecil and Dale N. 
Randolph. 

Mr. Randolph was elected vice presi- 
dent of the company’s purifyin,, depart- 
ment. 

Mr. Cecil was elected vice president 
in charge of sales. He has been asso- 
ciated with Wm. B. Scaife & Sons Co. 
since the liquidation of the Air Tight 
Steel Tank Co. of which he was for- 
merly president. Mr. Cecil is a mem- 
ber of several engineering and technical 
societies. For a number of years he 
has been an active member on impor 
tant committees, particularly the A. S. 
M. E. boiler code committee, the weld- 
ing committee and the joint A. P. L- 
A. 8S. M. E. committee for formulating 
rules for the construction of unfired 
pressure vessels for the petroleum in- 
dustry. 
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Announces Changes in 
Sales Organization 

A. W. Cash Valve Mfg. Corpn., Deca- 
tur, Ill, has recently made _ several 
changes in its sales organization. 

R. B. Fulton, 12 West Madison Street, 
Baltimore, Md., has succeeded John F. 
Davis, Jr.. covering all of Maryland and 
Washington, D. C., for the corporation. 

Derbyshire, Mack and Morgan, Inc., 
Philadelphia, Pa., will cover eastern 
Pennsylvania, western and southern 
New Jersey and Delaware, which terri- 
tory was formerly handled by Mr. Davis. 





New York Trades 
Golfers Open Season 

The Plumbing and Heating Trades 
Golf Association of New York held its 
first meet of the season Tuesday, May 
28, at the Plandome Golf Club, Plan- 
dome, L. I. 

Forty members and guests attended 
and all entered the blind bogey sweep- 
stakes. Thirty of these qualified for 
prizes with net scores of between 
seventy and eighty. In the final selec- 
tion, the four winners were: (i) J. 
Karle of Midway Plumbing & Heating 
Supply Co.; (2) George Hannan of 
Frank G. Shattuck Co. (non-member); 
(3) Eugene Duklauer, of Eugene Duk- 


lauer, Inec.: (4) Morris Jarcho, of Jar- 
cho Bros., Ine. S. Brainard, of Bran- 
ford, Conn., a guest of Karl Roberts, 


made a gross score of seventy-six. 

The next meet will be held on Tues- 
day, June 25, at the Bonnie Briar 
Country Club, Larchmont, N. Y. 





Auto Crash Kills Two 
Mueller Brass Co. Officials 


B. F. Mueller, vice president, and 
Gordon F. Godley, assistant sales man- 
both of the Mueller Brass Com- 
pany of Port Huron, Mich., lost their 
lives in an automobile accident early 
Saturday morning, May 18, a mile north 
of Muttonville, near Port Huron. Mr. 
Mueller was driving the car when it 
turned over at the Gratiot turnpike on 
a curve, when he tried to avoid run. 


ager, 


ning over a dog. Mr. Godley was 
killed instantly, and Mr. Mueller was in- 
jured so seriously that he died the 


following Wednesday night in a hos- 
pital in Port Huron, while Elgin Parker 
and Albert Hoffmeier, who were also in 
the car, were seriously injured but are 
expected to recover. Both Mr. Parker 
and Mr. Hoffmeier are connected with 
the refrigeration sales department of 
the Mueller Brass Co. Mr. Mueller was 
born in Decatur, Ill., 34 years ago, the 
only son of Oscar B. Mueller, president 
of the Mueller Brass Company. When 
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yet a boy he accompanied his parents 
to New York City, where his father was 
placed in charge of the eastern division 
of the H. Mueller Mfg. Co., now the 
Mueller Company. Later when _ the 
Mueller Brass Company was established 
in Sarnia, Ontario, he went with his 
parents to that city. He grew up in 
the business and had for several years 
been vice president of this company 
with headquarters at its plant in Port 
Huron, Mich. He is survived by his 
widow and a son, six weeks old, and his 
parents. He was a nephew of Adolph 
Mueller and Robert Mueller of Mueller 
Co., Decatur, Il. 

Mr. Godley is survived by his widow, 


a son, and his parents, all of Port 
Huron. He was born in Port Huron 35 


years ago, and received his education 
in the schools of that city and in the 
University of Michigan. 





New Jersey P. & H. Trades 
Golfers Hold Tourney 


The May meet of the Plumbing and 
Heating Trades Golf Association of New 
Jersey was held at Cresmont Golf Club, 
West Orange, which has one of the 
finest courses and most beautiful club 
houses in the state. 

Eighteen members and guests were 
present to take advantage of a beauti- 
ful day. The honors of the day were 
carried off by F. C. Stille and F. L. Rob- 
inson, both having net scores of 79. 

The scores for the day follow: 


G. H. N. 
(. Carlson mie he 35 97 
J. Seifert .124 22 102 
F. J. Engelberger. ..109 11 98 
A. R. Gasewind. ' ..118 22 96 
C. M. Peirce... .115 18 97 
H. E. Baumgartner. _oeen 14 87 
H. Officer . »-A1Z 23 89 
D> B. MeDonald... 111 24 87 
EF. A. McBride .104 18 86 
D>. S. Sampson. 103! 14 89 
J. Wallwork ..114 28 86 
a ee 4s 127 26 101 
EF. L. Robinson . 93 14 79 
J. A. Byrne... 117 20 97 
EF. ¢, Stille. na 4 79 
Ss. S. Miller. 100 14 86 
D. Snyder .101 18 83 
M. Swanson .No card 





Enters Business as 
Manufacturers’ Agent 


John Munro has established himself 
as a manufacturers’ agent, under the 
name of John Munro Company, at 501 
Fifth Avenue, New York City. He is 
now representing Pennsylvania Range 
Boiler Co., Philadelphia, in the metro- 
politan area, and also the Star Mfg. Co., 
Inc., Providence, R. I. Mr. Munro pre- 
viously represented the Semler Co., 
Jeannette, Pa., in the metropolitan terri 
tory for many years. 
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Camden Pottery Company 
Increases Sales Staff 


Camden Pottery Company, Camden, 
N. J., has just announced that Philip 
J. Faherty has been placed in complete 
charge of sales in the entire New Eng- 
land district and also in New York 
State. Announcement is also made of 
the appointment of W. N. McVickar as 
the company’s representative in the 
metropolitan district of New York. 

Mr. Faherty has been associated with 
Camden Pottery Company for some 
time. He will make his headquarters 
at the company’s New York City office, 
103 Park Avenue. Mr. McVickar, who 
will also make his headquarters at the 
New York City office, has been asso- 
ciated with the plumbing and heating 
industry for several years. 

F. D. Miller, who has represented the 
company in the above mentioned terri- 
tory for the past thirty years, is in ill 
health and has been granted a _ six 
months’ leave of absence. 





Western Trade Golfers 
Play at Medinah Club 


Members of the Western Trade Golf 
Association gathered at the Medinah 
Country Club, near Chicago, on May 16 
for their monthly tournament. It was 
originally planned to play over the No. 
1 course, but wet grounds made i! 
necessary to play No. 3 course. 

First prize in Classes A and B went 
to L. Jones, with E. O'Connor, second. 
Leonard Krez took first place in Class 
C, and Thomas Brown, second. Class 
D play was won by O. L. McGin, with 
L. Narowetz, second. 

The blind bogey for members was won 
by E. F. Smith, and R. E. Milaeger 
was the guest winner. 





Metal Trades Golfers 
Open 1935 Season 

The New England Metal Trades Golf 
Association held its first annual meet- 
ing recently at the Charles River Coun- 
try Club, Brookline, Mass. 

Only a few of the members were able 
to finish a full eighteen hole round on 
account of adverse weather conditions 

Included among the guests were: C. 
Harvey, A. C. Harvey Co., Boston; Wil- 
liam Hale, Boston Consolidated Gas Co.: 
George A. Coleman, National Lead Co., 
Robert Scott, vice-president, Revere 
Brass & Copper Co., Ine., and T. 
Thompson, Thompson-Durkee Co., Bos- 
ton. 


The following new members were 
elected: Cole Flint, H. B. Smith Co.; 
Frank Johnson, General Fittings Co., 


and George Eagan, Chase Brass & Cop 
per Co. 
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E. S. A.’s Spring Meeting 
Studies Business Topics 


The May 15 spring convention of the 
Eastern Supply Association attracted a 
representative number of members and 
visitors. This convention was held in 
New York City, the attendance being 
one of the best in several years. 

The meeting occupied itself in the 
morning with business addresses and in 
the afternoon with informal discussions 
among various groups. 

The morning session brought out the 
reports of the officers and talks on the 
Federal Housing program, on _ social 
service legislation, on better selling of 
our industry’s products, on business 
conditions in the plumbing industry 
and on the general economic situation. 

J. M. Chaplain, president of the 
Eastern Supply Association, presided 
and in a brief address summarized the 
work of the association in recent 
months. Secretary Frank S. Hanley 
reported for his office as well as for the 
treasurer and the credit bureau. This 
included an outline of the success met 
by Mr. Hanley’s office in collecting past 
due accounts for the members. Both 
reports were unanimously approved. 


ENDORSES PRESENT DISTRIBUTION 


The address particularly directed ait 
the problem of selling our industry’s 
products was made by C. H. Hall, as- 
sistant manager of the insulation de- 
partment, Johns-Manville Co., New 
York City, on the theme of “Competing 
for the Home-Owner’s Dollar.” He 
pointed out that modernization work 
would make up a of the 
market for some time to come, sales of 
products for remodeling always being 
an important factor to every manufac- 
turer, wholesaler and dealer in our in- 
dustry. Since his own company sup- 
plies a great many products for differ- 
ent branches of the building industry, 
its study of the problem had shown a 
uniformity of conditions affecting the 
entire building industry. 

Mr. Hall illustrated this by reciting 
what manufacturers of plumbing and 
heating products would do if they could 
begin their industry anew. It would be 
quickly realized that the manufacturer 
could not afford enough salesmen so 
that it would be necessary to pick a 
trade group capable of satisfactory in- 
stallation and suitable for progressive 
education along merchandising lines. 
Thus, in beginning our industry on a 
fresh foundation, it would quickly be 
found that the ideal arrangement for 
contacting the public would be through 
plumbing and 


large share 


the present group of 


heating dealers. In the same way, need 
for warehousing, watching local credits, 
etc., would call for wholesalers. Thus, 
his company, trained in other branches 
of building, had confirmed its conviec- 
tion that growth came through the en- 
couragement of the manufacturer-to- 
wholesaler - to - contractor - to-consumer 
policy. And, because of the need for 
the best wholesalers and best contrac- 
tors, Mr. Hall emphasized that competi- 
tion should not be set up through sales 





J. M. Chaplain, President, E.S.A. 


to other distributing channels. This 
policy, he emphasized, is sound for all 


manufacturers reaching a national mar- 


ket. 
The contractor-dealer can either re 
tard progress or promote it The 


speaker felt that the problem was one 
which the manufacturer and wholesaler 
should face. He advanced the sugges 
tion that quicker progress could be ex- 
pected if the best twenty per cent of 
the dealers were 
greater training as 
pointed out that some other 
of the building industry are beginning 
to train their contractors so that manu- 
facturers in this industry must 
the prospect of competing 
becoming better trained to sell compet- 
ing products paint, carpen 
try, ete. 

A second form of competition met by 
the plumbing and heating dealer is 
from the finished goods group, 
furnishings, refrigerators, automobiles, 
In that group the salesman is not 
The dealer in our industry 


chosen and given 
salesmen. He 


branches 


face 


tradesmen 


such as 


house 


etc. 


a mechanic 


S/ 


show a finished 
is shown a fin- 


able to 
prospect 


has not been 
product. The 
ished automobile and can ride in it, but 
the products of our industry are offered 
through displays 
with surround- 


through pictures or 


not exactly comparable 
ings in the prospect’s home. 

In his demonstration that this prob- 
lem, after being recognized, can be met, 
Mr. Hall pointed out as a primary line 
of progress that the other branches of 
the industry must work with rather 
than against the plumbing and heating 

The easy habit of criticism 
given up for the universal 
recognition of what this contractor- 
dealer has done and can do. The second 
recommendation that manufactur- 
ers adopt a policy and live up to it, in- 


contractor. 
must be 


Was 


cluding proper pricing, a sales program, 


a definite job of sales promotion with 
and through the contractor-dealer and 
support of the wholesaler. Mr. Hall 
urged that the entire industry deter- 
mine its objective and work toward that 
goal and that wholesalers choose and 
work with the best contractors. He 
urged wholesalers to back up construc. 
tive programs of manufacturers and 
also, instead of buying on price alone, 


support those manufacturers who do a 
In support of his 
Hall pointed out 


the promotional work 


real promotional job. 
recommendation, Mr 
some features of 
done last year and planned for this year 
The plumbing and 
heating contractor-dealer had attended 
promotional large numbers 
and had asked for and sent out a great 
His 


company's success in this form of gen 


by his company. 


meetings in 
many imprinted direct mail pieces. 
and 


eral plumbing 


to plan an 


promotion for its 


heating products has led it 


enlarged program of dealer co-opera 


tion for the coming year 


KOHLER RECOUNTS CODE 


EXPERIENCE 


Walter J 
(‘o., Kohler, Wis.. 


present 


Kohler, president of Kohler 
in an impromptu talk, 


discussed business conditions 


Shipments of plumbing fixtures have 


increased more than one hundred pe! 
in the last six months, the upturn 
This 


principally in the 


cent 


starting in September increase 


has heen low-priced 


fixtures 


In recounting the manufacturers’ code 
experience, Mr. Kohler recalled that 
only the labor provisions of that code 


then effective Manufacturers 
selling to the mail order companies, he 
said, had refused to file 
called for by the 
finally that the 


up. The two mail order companies sell 


were 


information 


code. with the result 


code had to be given 


ing through catalogs do less than two 


per cent of the plumbing fixture busi 


standpoint of manufas 


thet 


from the 
But 


ness 


turers with farm business 
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5 a Summer Finance Plan of American Radiator Company 


is the biggest thing that's happened in the heating indus- 
try! It answers every objection, overcomes every obstacle in 
selling heating in the summer ! It will bring you new business — 
help you cldése with prospects you've already seen. Here is 
how it works: 

You make the installations now—during what is normally 
your slow season. You keep your men busy, you cover your 
overhead and make a profit. When the job is installed, you 
get paid in cash, in full. No holdback, no red tape. 

But your customer doesn't pay one cent until fall. And then 
he starts paying in equal monthly installments for as long as 
three years at low government-approved rates. He pays no 









YOU WIN FROM 
the American Radiator 





interest charge or charge of any kind for the summer. 
American Radiator Company absorbs the cost of the summer 
credit. All the details of getting the credit are handled through 
you, on simple forms. Your customers need consult no one else. 

People who said—“ We'll wait until Fall" will be glad to 
get the work done now, since they don't have to pay now. 
People who've wanted new heating but thought they couldn't 
afford it, will buy now. The FHA terms and the Summer 
Finance Plan make it easy for every family to enjoy American 
Radiator Heating. 

Start in this week to get profitable Summer Plan business 
that pays you cash. The coupon on the right brings all the 
necessary details. Clip it and mail it now. 




















EVERY WITH 
Summer "inance Plan 
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AMERICAN RADIATOR COMPANY 


40 WEST 40th STREET, NEW YORK, N. Y. 


























Division of AMERICAN RADIATOR & STANDARD SANITARY CORPORATION 
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@ | want to get started RIGHT NOW selling on the Summer Finance Pion. Please send 
me all the details. 
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dropping, these companies began to 
open up hundreds of stores to provide 
retail outlets. In general, the prices 
in these stores are higher by fifteen per 
cent than those quoted in the catalogs. 
Mr. Kohler referred to a representative 
number of advertisements in which the 
ranged from fifteen per 
cent below to twenty per cent above 
those quoted in the catalogs. 
Mr. Kohler ascribes some of 
crease in the plumbing fixture 
ments to present low prices, some to the 
FHA program and some to the definite 
the American public. Prices 
are, below 


store prices 


the in- 
ship- 


needs of 
at present 
manufacturer's cost. 

Gates Ferguson, associate director for 
the Federal Housing Administration in 
New York state, recounted the “Selling 


in some cases, 


Opportunities in the Better Housing 
Program.” Mr. Ferguson gave some 
significant figures showing first, the 


secondly, 
had been 


need for modernization and 
the definite 
made through this program in increas- 
ing the volume of building. 

T. E. Shearer, of Prentice-Hall, 
Inc., New York, discussed the increas- 
ing trend toward social legislation such 
insurance and en- 


progress which 


as unemployment 


deavored to forecast the effect of this 
on manufacturers. 
Walter E. Spahr, professor of eco- 


nomics, New York University, analyzed 
present business conditions and sug- 
gested eleven denite points for improv- 
In general, he urged the 
familiar business 


ing business. 
return to the more 
principles of a few years ago. 

The following applications for mem- 
bership were unanimously approved at 
Paul Ayres & Co., Rock- 
ville Centre, L. I., N. Y.; Buffalo Tank 
Corp., Buffalo, N. Y.; Cohoes Rolling 
Mill Co., Cohoes, N. Y.; Cole-Duncan 
Boiler Works, Inc., Long Island City, 
L. I. N. ¥.; J. M. Chaplain, Inc., 779 
Third Ave., New York, N. Y.; Fox Fur- 
nace Co., Elyria, Ohio; Reading Foun- 
dry & Supply Co., Reading, Pa.; Staten 
Island Supply Co., West New Brighton, 
S. LL, N. Y. 


this meeting: 





C. H. Bevington Co. Moves 
to East Huron Street 


C. H. Bevington Company, manufac- 
turers’ sales representative in Chicago, 
has moved its office from 10 South La 
Salle Street to 22 East Huron Street, 
where a small stock of specialties will 
be carried for emergency orders. The 
formal opening of the new office was 
held on Friday afternoon and evening, 
May 17, and it was well attended by 
customers and friends of the company. 
Cc. H. Bevineton Co. is sales represen- 
tative for the Jas. P. Marsh Corpora- 
tion of 2073 Southport Avenue, Chicago. 
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In a Personal Way 


Martin J. Beirn, vice president of 
American Radiator Company, has been 
elected vice president of the Advertis- 
ing Club of New York. 


Walter J. Kohler, president of Kohler 
Kohler, Wis., and former 
governor of Wisconsin, has been au- 
thorized by the Interstate Commerce 
Commission to serve as director of the 
Chicago and North Western Railway 
and the Chicago, St. Paul, Minneapolis 
and Omaha Railway. 


Company, 


Albert C. Bruce has been elected to 
the board of directors of Worthington 
Pump and Machinery Corporation, Har- 
rison, N. J. Mr. Bruce is president of 
the United States Hoffman Machinery 
Corporation. 


Ira Hodes has been appointed to the 
sales force of Semler Company, Jean- 
nette, Pa. Mr. Hodes will handle sales 
in the New York area and wil make his 
headquarters at 300 Madison Avenue, 
New York City. 

Bernard Warshauer, formerly asso- 
ciated with Eastern Metal & Plumbing 
Supply Co., Brooklyn, N. Y., is now rep- 
resenting Daniel-Morris Co., Ine., 216 
Broome Street, New York City, in Man- 
hattan and the Bronx. 

Joseph G. Stalb has been appointed 
eastern district sales director for Dail 
Steel Products Company, Lansing, Mich. 
He will cover the territory from Wash- 


ington, D. C., north, including the en- 
tire eastern Atlantic seaboard, Penn- 
sylvania and eastern New York. Mr. 
Stalb will have charge of the company’s 
line of heating, cooling and air con- 
ditioning equipment in that territory, 
and will make his headquarters at 155 
fast Forty-Fourth Street, New York 
City. 

Harry O. Ames, formerly with Crane 
Co., Chicago, Ill., has joined the sales 
force of The Rawiplug Co., Ine., New 
York City. Mr. Ames will have charge 
of the Oklahoma territory and will be 
located at 1028 Northwest 12th Street, 
Oklahoma City. 

J. E. Holveck has been appointed spe- 
cial sales engineer of Worthington 
Pump and Machinery Corporation, 
Harrison, N. J. Mr. Holveck will make 
his headquarters at the corporation’s 
Pittsburgh office, but will extend his 
activities also to the territories of the 
Cleveland, Detroit, Chicago and Buffalo 
offices. 


Glenn H. Eddy has joined the adver- 
tising and sales promotion department 
of the Hagan Corporation of Pitts- 
burgh, Pa. Mr. Eddy has been man- 
ager of advertising and sales promo- 
tion for the Ohio Brass Company of 
Mansfield, Ohio, for the last ten years. 
Before that he was in charge of direct- 
mail advertising for the Link-Belt 
Company in Chicago. 


EEE 


Obituaries 


William C. Field 


William C. Field, president of the 
Field & Shorb Company, wholesalers of 
plumbing and heating supplies at De- 
catur, Ill., died at his home in that city 


on Wednesday, May 22, in his 76th 
year. The cause of his death was a 


cerebral hemorrhage followed by pneu- 
monia. Mr. Field was born in Toronto, 
Canada, and learned the plumbing trade 
in that city. After spending some time 
in Chicago he went to Decatur in 1882 
and worked as a journeyman plumber 
until 1885, when he formed a partner- 
ship with the late Fred Wilson under 
the name of Field & Wilson. This firm 
was successful from the start. At the 
end of 14 years Mr. Wilson sold his in- 
terest to W. A. Shorb, and Mr. Field 
and Mr. Shorb continued their business 
association throughout the succeeding 
years. For a number of years their 
firm did most of the plumbing work in 


Decatur. Their business expanded and 


they became wholesalers of plumbing 
and heating supplies. Mr. Field also was 
interested in the Decatur Pump Com- 
pany and served one time as its presi- 
dent. At the time of his death he was 
a member of its board of directors. He 
also was one of the organizers of the 
Decatur Water Supply Co. He was a 
past president of the Decatur Associa- 
tion of Commerce and was for many 
years a member of its board of direc- 
tors. He liked the outdoors and en- 
joyed hunting and fishing. His widow 
and three daughters survive him. 


Alfred E. Hammer 


Alfred E. Hammer, president and 
treasurer of the Malleable Iron Fittings 
Company of Branford, Conn., died at his 
home in that city on May 9 of a heart 
affliction. He was born in Boston, 
Mass., 77 years ago, and went to Bran- 
ford in his boyhood. He had for many 
years been general manager and presi- 
dent of the Malleable Iron Fittings Co. 
He also was the inventor of a special 
process of making malleable castings. 
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Business on Parade 


Building More Homes 


In the words of the F. W. Dodge Corp. 
“residential building continues to re- 
flect encouraging improvement.” Check- 
ing the first half of May against the like 
period a year ago, this year shows an 
80 per cent increase. Actual figures— 
$22,000,000 against $12,400,000. 


Total construction figures are down 
somewhat, the government’s PWA 
awards being heavier last year. Resi- 


dential building contracts in April were 
the highest for any month since the 
close of 1931. Private construction of 
all kinds made, with the exception of 
one month, the best showing in three 
years. 


Prospects Bright 


Total residential contracts so far this 
year, Dodge says, are $113,500,000 in the 
37 states east of the Rockies; last year 
$80,300,000. Prediction by the same 
authority—“This improvement over a 
year ago in residential building 
fair to continue for the remainder of 
the current year.” 


bids 


Change Laws on Home Loans 
Laws of 41 states now permit banks, 
building and loan associations and 
other lending institutions under state 
control to loan on first mortgages up 
to the limit set by the National Hous- 
ing Act. This is Title II of the NHA. 
Title I covers modernization and is the 
basis of the nation-wide drive on mod- 
ernization with which readers of Do- 


MESTIC ENGINEERING are thoroughly 
familiar. Title II covers new construc- 
tion and mortgage loans and when 


adopted, required supporting legislation 
in 44 states. Now all but 7 states are in 
line. The chief change is raising the 
limit on private residential loans up to 
80 per cent. 


Question Sales Policy 

At the New York state master plumb- 
ers convention, Milton S. Goldsmith, 
head of the Jobbers’ Credit Association, 
talked of past troubles, needs 
and future plans. Irregular selling, 
poorer installation, attention to 
sanitary regulations, all united to re- 
quire a solution. So his association has 
sending questionnaires to manu- 
facturers “asking them to respond as 
to their method of distribution. The 
purpose of this is to acquaint our mem- 
bers with the sales policy of their 
sources of supply so that they may de- 
termine for themselves whether they 


present 


less 


been 


want to continue or not doing business 
with manufacturers who have no set 
policy or principles detrimental to our 
industry.” Mr. Goldsmith classed as 
‘Siamese Twins’ those contractors who 
pose as supply houses, endeavoring to 
purchase as distributors but to sell as 
plumbers. He classed this as unfair to 
both the wholesaler and the other con- 
tractors, 


Sell More Appliances 

Plumbing and heating dealers sell gas 
and electric appliances in large num- 
bers. Co-operative arrangements with 
utilities have not worked 
in many cases because of the failure of 
the utility to treat the dealers fairly. 
What happened when a utility 
program is offered to live plumbing and 
heating dealers is shown by the report 
just made of results in Connecticut. Be- 
fore the two groups began to co-operate, 
their sales in 1931 of gas appliances 
were only $11,000. Here is the 
for last vear, which has been compiled 
from reports submitted by 349 Connec- 
ticut plumbing and heating dealers: 

485 gas ranges 


successfully 


good 


record 


619 automatic water heaters 
5388 gas refrigerators 


‘ 


~) 


gas house heating installations 
including conversion burners 


1569 appliances (total) 


$238,066.26 selling price 
$49,426.37 commission earned 


$19.529.00 received for installation 


Building Costs Down 

The New York Building Congress re 
ports that building costs are as low and 
probably lower than other cost indices. 
In other words, the public can get as 
more for its dollar when buy- 
industry than 


much or 
ing the products of our 
when purchasing from other industries. 
This is significant because of the many 
comments that building was bhe- 
ing hampered by high costs. 

The Congress reports the following 
current indices of different types 
of buildings, taking the 1928-1929 cost 
as 100 per cent: 


loose 


cost 


1928-1929 1934 


1. 16-story apartment build- 

ing (mid-manhattan).. 100 86.4 
2. 2-story and basement 

school, Long Island.. 100 75.0 
+. Commercial loft-——25 stor- 

ee patna et ae 8.0 
4. Highly finished hospital 

building, reinforced con- 


9] 


crete frame, brick veneer, 


15 miles of New York... 100 87.1 
5. Office building—5S stories LOU 85.0 
6. Fireproof office building, 
sf Te ... 100 85.0 
7. Non-fireproof store and 
office building, 2 stories 100 86.0 
8. 1-2-3-4-room apartment 
| ee 100 86.8 
%. Reinforced concrete ware- 
house and freight term- 
inal 12 stories er 1O0 85.7 
85.0 
At the same time, other cost indices 
showed a 17\% per cent drop in whole- 
sale commodity prices; 20 per cent in 
farm prices and 18, per cent in the 
cost of living. The above drop in build 
ing was 15 per cent. Since compilation 
of the above, those other costs have 
risen. Incidentally, a year ago vacancies 
in loft buildings ran 20 per cent; in of 
fice buildings 21 per cent; in stores 18 
per cent; in multi-family dwellings 14 
per cent and in warehouse space & per 
cent. In metropolitan New York terri 
tory, occupancy conditions have’ im. 
proved considerably and rentals also 
have stiffened. 


Will Help Business 
Prof. Walter E. Spahr, 
the 
mittee on 
the 
days ago on 


secretary-treas- 
National Com 
talked be 
Association a 


urer of kconomists’ 


Monetary Policy, 


fore Kastern Supply 


business con 


Hie spoke 


few present 


ditions and future prospects 


before the Supreme Court decision on 
NRA was made and included as a fun 
damental to better business a recom 


AAA 


removed 


and 


NRA, 


devices’ he 


mendation that the 
“restrictive 


backs oft 


view, the 


other 


business men and 


NRA 


thought by t hie yoy 


from the 


farmers In his showed 


a confusion of ern 


ment under which the usual methods of 


recovery were being hampered. Wages 


are raised ahead of demand, forcing the 
gamble on the future 


business man to 


In Professor Spahr’s opinion, elimina- 
of NRA 


uncertainty 


tion eliminates the element of 


from business 


Federal Building Program 


Announcement of plans for spending 


under the “4 point 8” law, in othe 
words the $4 $00,000 000 work relief act. 
includes many provisions for low cost 


housing. for slum clearance and for city 


housing projects One estimate is 


1? ¢ . 
; . ; ’ 
will mt) Ltei "(}1iie 


70 per cent of this sum 


service of the building industry 


are being made by our industry to have 


the 


eontracts awarded either on open 


bidding or on a manage 
When the gov 


, 
the costs have a 


competitive 


ment fee basis rnment 


does the work direct 


habit of 


extravagant height 


running to 
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Make connections on the job with vaY 
7 BASIC FITTINGS and adapters 


WROUGHT COPPER PIPE and 
WROUGHT COPPER FULL FLOW 
FITTINGS 


THE COMPLETE LINE WITH THE ORIGINAL 
ONE PIECE WROUGHT COPPER TEE 


- . > 
a e 4 


Pack up your tools in your 
old kit bag... 


LUMBER'S torch, hacksaw, solder, paste and steel wool... 

an assortment of Arco Wrought Copper Full Flow Fittings 
—and you’re off. What could be simpler? What could be easier? 
You’ve got everything with you that a good man needs to make 
the strongest kind of joint there is—the sweated copper to 
copper leakproof bond between Arco Wrought Copper Pipe and 
Arco Wrought Copper Full Flow Fittings. 

Copper to copper is worth remembering. You’re working with 
the same metal in pipe and fitting —so that pipe and fitting heat 
and cool together. There’s no chance of annealing the pipe 
before the fitting heats or of breaking the joint before the fitting 
cools. You’re sure of the joint when you're through. It won’t 
leak, rust, crack, or give under strain or vibration. It’s stronger 
than the pipe itself! And you're sure of your profits; because 
the same job is quicker when it’s done with Arco Full Flow 
Fittings. Ask your jobber or write to us. 


COPPE:: PIPE AND FITTINGS DIVISION 


AMERICAN RADIATOR COMPANY 


40 West 40th Street. New York, N.Y 




















NEWS of the TIRADE 





N. A. M. P. Opens Chicago 
Convention Headquarters 

On June 1, the National Association 
of Master Plumbers opened convention 
and exposition headquarters rooms on 
the fourth floor of the Stevens Hotel in 
Chicago. 

A. J. Riedinger, who is the exhibit 
manager, and Darline M. Rule and 
Anne Stotler, office assistants, have 
come from the national office in Wash- 
ington, D. C., to be in Chicago at this 
office until after the convention. 

Convention plans and activities have 
been under the direct supervision of 
President John J. Calnan, both while 
they were conducted in Washington, up 
to the time of establishing the conven- 
tion headquarters, and now in Chicago. 

It is pointed out that this is the first 
year in which convention records have 
been moved into the convention city as 
late as one month in advance of the 
convention. Formerly, convention head- 
quarters have been set up in convention 
cities about ten months before the con- 
vention. 

The headquarters facilities and equip- 
ment have been planned to take care of 
the requirements of the convention in 
the most modern way. For instance, 
teletype equipment has been installed 
with the result that the Chicago and 
the national offices in Washington are 
connected with a private wire. Thus, 
those in attendance at the convention 
will be in close touch with develop- 
ments in the national capital. 





—e 


Prominent Leaders 
Attend N. Y. Meeting 

The regular meeting of the Greater 
New York Association of Master 
Plumbers was held May 20 at the Build- 
ing Trades Club, New York City. Presi- 
dent Matthew J. Kennedy presided. 

The meeting was attended by several 
national and state officers and after the 
routine business was disposed of the 
members were addressed by National 
President John J. Calnan of Chicago, 
and by Robert J. Barrett, Washington, 
D. C., executive director, divisional code 
authority. 

President Calnan made a forceful 
presentation of N. A. M. P. activities, 
especially as to legislative endeavors 
and accomplishments at Washington, D. 
C. Since plumbing is a health measure, 


he urged that all municipalities do their 
utmost to have their plumbing depart- 
ment placed under the jurisdiction of 
the health department rather than 
under the building department. 

Among others present were past Na- 
tional President Frank Fee, Jere L. 
Murphy, William J. Flynn, John F. Rog- 
ers, New York State Vice President S. 
George Arnone, New York State Treas- 
urer Charles F. Mentzinger and the of- 
ficers and delegates from the various 
borough associations. 





Arizona Reelects State 
Officers for 1935 


At a meeting in Phoenix, Ariz., on 
May 17, the officers elected at the 1934 
convention of the Arizona State Asso- 
ciation of Master Plumbers were re- 
appointed for the ensuing year, as fol- 
lows: W. F. O'Neil, Phoenix, president; 
H. Fleidner, Phoenix, first vice-presi- 
dent; M. F. Kuhne, Prescott, second 
vice president; J. A. Sattler, Phoenix, 
treasurer, and George G. Doyle, 
Phoenix, secretary. 

The Arizona State Association of 
Master Plumbers will not hold a con- 
vention this year. 





California Plumbers in 
Water Heater Drive 
The California branches of Crane Co., 
in conjunction with master plumbers in 
that state, have started a water heater 


sales drive. The company’s various 
branches have entertained master 
plumbers in their respective cities 


where large turn-outs were the rule. 
These meetings were arranged to pre- 
sent sales campaigns for this summer 
and to introduce a new piece of direct 
mail post card, which has already 
proved very effective to the master 
plumber in first mailings. This series 
is a monthly mailing campaign interest- 
ingly planned along the lines of the old 
favorite serial—where the succeeding 
card continues the story and holds the 
interest of the recipient 

E. Carey, of the Bastian-Morley Co., 
who is directing the campaign, an- 
nounces a large increase in sales to 


date. Surveys show more heaters sold 
since November, 1934, than for any 
similar period since 1929 


(3 


Movie ‘‘News Flashes’’ 
Used to Push FHA Plan 


The Federal Housing Administration, 
in its efforts to use every possible 
avenue of approach to the public in its 
vast educational program to encourage 
Better Housing, has included motion 
pictures as an additional avenue of 
reaching the public with the message 
of Better Housing. 

With the advent of the second phase 
of the Federal Housing Administration 
—new home construction based upon 
amortized and insured mortgages—the 
Housing Administration announces a 
nation-wide release of motion picture 
“shorts’’ devoted to Better Housing in 
its every phase—modernization, repair 
and new construction. 

Better Housing “News Flashes” 
now booked by approximately 
theaters throughout the country. 

These “News Flashes” show the 
miracle that is modernization in “be- 
fore” and “after” examples that change 
before the spectators eyes. They carry 
the message of modernization, repair, 
and new construction in graphic terms. 

Promotion of the first phase of the 
Better Housing Program, dealing with 
property modernization and repair, en- 
listed the aid of maga- 
zines, direct mail, and radio to reach 
the public at large with the vital mes- 
sage of modernization credit and how 
property owners could use it in finane- 
ing the repair and improvement of 
their properties. 


are 
10,000 


newspapers, 





Montclair Association 
Holds Monthly Meeting 


The Master Plumbers Association of 
Montclair, Bloomfield, Verona and Vi- 
cinity, N. J., met recently at Farr’s din- 
ing room, Bloomfield. 

Harry Burnet and Albert Hurley were 
the hosts but they graciously paid trib 
ute to Paul Zeim for his assistance in 
staging the affair. Thirty-three mem- 
bers enjoyed the dinner and then settled 
back for the business session. 

Among those present were Commis 
sioners Charles J. A. Ernst and Oscar 
Rees of Bloomfield and Henry Weingart 
ner of Verona, all master plumbers who 
are also active in civic affairs. 

The next meeting will be 
Verona and John and 
Weingartner will be the hosts 


held in 


Hass Henry 
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A. S. S. E. Will Hold Annual 
Convention in New York 

The American Society of Sanitary 
Engineering, according to an announce- 
ment just made by President Joseph 
Crotty of New York, will hold its an- 
nual convention at the Pennsylvania 
Hotel in New York City, August 20 
to 23. 

An attractive program has been ar- 
ranged, bringing to the meeting speak- 
ers of prominence in the sanitary en- 
gineering field. The committee on 
standardization of plumbing will also 
report. Announcements regarding the 
new standard specifications for cast 
iron soil pipe and soil pipe fittings, 
which have been under study by the 
American Society of Sanitary Engineer- 
ing and the American Society of Me- 
chanical Engineers, will be made. 

Developments during the past year 
have definitely increased the interest 
in sanitary engineering. Mr. Crotty’s 
announcement shows the way in which 
his organization has worked to meet 
these new developments. 





Chicago Master Plumbers 
Open Golf Season 

The Chicago Plumbing Trades Golf 
Association staged its opening golf 
tournament of the season at the Cog- 
Hill Golf and Country Club on May 16. 

In the absence of some of the reg- 
ular star golfers who usually shoot par 
or a little over, the honors went to 
some of the new luminaries who shot 
between 90 and 100. In Class A, Harry 
Yelton won first prize, with a 93 gross, 
23 handicap and 70 net. Frank Hack- 
ett won second prize, with a 93 gross 
and 20 handicap giving him a net 75. 
W. J. Sievert and Frank Fabbri were 
tied for third prize, with gross 94, 
handicap 19, and net 75. 

In Class B, which includes those who 
shoot with a handicap of 25 and over, 
Charles Watson won first prize, with 
106 gross, and a 32 handicap giving 
him a net 74. James W. Fettes won 
second prize, with a 101 gross, 26 
handicap and 75 net and Rupert J. 
Weber won third prize with a gross 
106, handicap 26 and net 8&0. 

Elmer Groves, James Fettes and 
Charles Watson were tied with a net 76 
for the Blind Bogey. Several of the 
members and guests shot below the 
90 mark, but owing to their low handi- 
cap did not get into the prize list. Hon- 
ors for the low gross of the day were 
divided between Howard Doyle and T. 
R. Horan, each with an 83. Ralph Reedy 
came in with an 88 and E. Stevenson 
and Harold Burr each had an 8&9. 

In the evening following an excellent 


dinner, Chairman William Redieske 
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welcomed the members and announced 
that the next tournament of the asso- 
ciation is scheduled to take place at 
Tam O'Shanter Golf Club, Touhy and 
Milwaukee Avenues, on June 13, to 
which all members of the Chicago 





Upper left: Group of golfers watching 
William Redieske enter handicaps. Upper 
right, left to right: William Redieske, 
W. J. Woolley, Rupert J. Weber, Peter 
Munn and George Matthews. Lower left: 
Frank B. Hackett, C. A. Dreier, Ed. Garrity 


and William F. Hildeman. Lower right: 
C. J. Feldkamp, Charles Watson and Louis 
Katz 


Plumbing Industry are cordially in- 
vited. 
Following is a list of the individual 


scores: 


Player G. H., N. 
John Blair ... im oe 33 gO 
Harold Burr oe 89 10 79 
J. Bushnell . + eke eee 26 &3 
Howard Dovle Rae aS: a &3 5 78 
CT Hi OO. ss oe 24 84 
Frank Fabbri . 94 19 75 





June, 1935 


Geo. FeldKamp......... 129 35 94 
SMmes POttes § 26 oe vce es 101 26 75 
es: GOEED bc ces ake aes 113 21 92 
I a i aie eas oare 107 18 89 
Max Greenberg ........ 103 22 81 
el 5: a .. okie nae pe Sake 101 18 3 
ai ee ORS ok eo kcate as 93 20 73 
Wm. Hildeman ......... 110 24 86 
TR” “RRS, RRP ae 148 40 108 
» a Ie eee 83 7 76 
et ES o's aid ear oie > 6 Oke 112 30 82 
Sis MN 0 a ks & ep waco 112 19 93 
i: Me MMM “yo de otaakeaca dk 112 23 89 
Frank Murphy ......... 99 18 81 
ri eas i 68 0% abe es 94 19 75 
ee ere 11 77 
Be, BEOPOMOM occ et ses ven 100 19 81 
Herman Scheel ......... 111 32 79 
ir: Eee ees ue a's 96 20 16 
I Mg Sle ag oie a ohn 104 16 88 
a Seen ~bicveweaccnwes 112 22 90 
_ . oe | | , Say ae 94 19 75 
i, ED 6's o a6 a's 010-0 89 13 76 
ae 106 32 74 
ee Re ere 106 26 80 
EU vee he late 92 11 81 
Wm. J. Woolley......... 101 15 86 
| gg am tS Sr 93 23 70 





Greater City Association 
Holds Beefsteak Party 

The Greater City Master Plumbers’ 
Association, Inc., New York City, held 
a beefsteak party at the Flying Trapeze 
on May 2. There was an attendance of 
more than 200 persons, including whole- 
salers and manufacturers of plumbing 
and heating materials. 

Hyman Goldman is president of the 
association, and the executive secretary 
is Irving Kleinfeld. 





‘‘Before” and “After” Demonstration 
Proves Value of Modernization 


A striking demonstration of the ef- 
fectiveness of the expenditure of a mod- 
erate amount of money in moderniza- 
tion of the home, was recently shown 
the citizens of Salt Lake City, Utah, and 
adjacent territory, when a dilapidated 
and tumble-down shack, totally unfit for 
human habitation, was transformed 
into an attractive bungalow that sold 
during the course of the exhibition for 
approximately $2,000. 

The project was under the auspices of 
the Modernization Exposition, Inc., of 
which Leon B. Hampton, manager of 
the Salt Lake City branch of Crane 
Company, is president. Seventy-five 
thousand persons visited the house 
during the two weeks that it was open 
to the public. 

Crane Company, N. O. Nelson Mfg. 
Co., Peerless-Utah Co. and Mountain 
States Supply Co., cooperated in fur- 
nishing the plumbing fixtures, which 
were installed by the Harris-Dudley 
Plumbing Company. 

The project was started in February, 


when Mr. Hampton secured permission 
from the city commission to place the 
four-room frame house in front of the 
post office on Main Street. It was left 
standing in its former decayed con- 
dition for a few weeks in order that the 
populace might secure a vivid impres- 
sion of the difference “before” and 
“after.” 

All work was done while the house 
was in front of the post office. The 
outside was shingled, the roof repaired, 
and the exterior painted white with 
green trimmings. The porches were 
completely rebuilt. The interior was 
remodeled and furnished with modern 
fixtures, including plumbing, refrigera- 
tion and lighting. 

Cost figures were kept separately for 
all individual parts of the remodeling 
job so that the public could be informed 
as to the exact cost of any certain phase 
of the work. Funds for the demonstra- 
tion were provided by building material 
groups, supported by banks, business 
firms, utilities and manufacturers. 
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Members and guests attending the opening session of the annual convention of the He 
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tractors National Association 


H. and P. Contractors Are 
Optimistic About Future 


Annual Convention Is Big Success. 
Is Feature. 


Promotion Session 


Trade 
Office rs 


Reelected. Membership Highest on Record 


Heating contractors and manufactur- 
ers attending the forty-sixth annual con- 
vention at Cincinnati, Ohfo, May 20 to 
22, of the Heating, Piping and Air Con- 
ditioning Contractors National Associa- 
tion reflected the growing recognition 
that building is improving. The meet- 
ing was not only better attended than 
immediately preceding ones, but was 
definitely marked by a spirit of greater 
confidence and optimism. 

The program had been planned to in- 
terpret definitely the various activities 
of this association. This included on 
the one hand the technical problems 
and standards to which various stand- 
ing committees give their regular atten- 
tion and, on the other, discussion of 
sales promotion and selling. 

The three-day session was thus given 
over first, to reports of the association's 
officers; on the second day to a com- 
plete discussion of sales promotion and 
later of code conditions, followed on the 
final day by the reports of the various 
standing committees and the election of 
new officers. 


RE-ELECT OLD OFFICERS 


In recognition of the work done dur- 
ing the past year and the continuing prob- 
lems ahead of the association, the dele- 
gates voted to reelect all of the officers. 
Thus, J. Lawrence DeNeille of St. Louis 


carries on as president; John H. Zink of 
Baltimore as vice president and Mau- 
rice J. Chagnard of Louisville, Ky., as 
treasurer. Supporting officers 
five new directors were elected. Robert 
D. Williams of New York, J. J. Nolan of 
Memphis, Tenn., and George E. Smith 
of Denver, Colo., reelected and 
Frank E. Kise of Cincinnati and A. C. 
Rodoni of San Francisco are the 
members of the board. The two 
ing directors are Walter Klie of Cleve- 
land and Curtiss N. Gilley of San Fran- 


these 


were 


new 
retir- 


cisco. 

Local arrangements had 
care of by a Cincinnati committee 
headed by Mr. Kise as chairman and 
including E. W. Bettinger, Charles Bird, 
Louis F. Hudepohl, George J. Jones, 
Ivan L. Lytle and Elmer Niemes. Their 
work attracted favorable comment both 
from the delegates and because of the 
social features provided for the wives 
in attendance. During the convention 
several sessions of the secretary’s con- 
Clarke of 


been taken 


ference were held, George S. 
Detroit being secretary. 
The officers’ reports 
manner in which this 
carried on its activities during the year. 
Its finances have been improved. 
tasks brought up during the 
cluded the adoption and the subsequent 
efforts to enforce the code of fair com- 
petition; the progress made in air con- 


association has 


disclosed the 


Major 
year in- 





‘ating, Piping and Air Conditioning Con- 
ditioning with its call for changed ac- 
tivities by the heating contractor- 


the stimulus given building by 
drive to 


dealer: 
the 
encourage modernization. 


national Federal Housing 
Land re- 
the 


He also 


Acting Secretary S. Lewis 
the 


highest membership on record. 


ported association as having 
emphasized the importance of the work 
heing done by the committee on trade 
promotion, the 
sulting from the FHA program on mod- 
because of 


increased business re- 


ernization and in prospect 
construction, He 


which 


its program on new 
told of a 


have been held with various groups rep- 


series of conferences 


resenting sources of supply, based 


mainly on efforts to reconcile code pro- 


visions. These provisions related to 
distribution differentials and to the 
classification of customers. Mr. Land 
pointed out the definite way in which 
his association has worked to develop 
the better knowledge of air condition- 
ing. He outlined, in addition, the work 


of the various standing committees. 


TALK TRADE PROMOTION 


The session on trade promotion was 
Herbert A. Snow, Bos- 
that Mr. 
Snow has been personally active during 


presided over by 
ton, chairman of committee. 
the year in the discussion of trade pro- 
had 


interest in 


worked for 
this 


motion problems and 


many weeks to insure 


session. This was done by a three-way 
promotion, Russell 


advertising 


discussion of sales 


G. Creviston, manager of 


and sales promotion, Crane Co., Chi- 
cago, presenting the manufacturer's 
view: Harry O. Nelson of Detroit, for- 


mer president of the Central Supply As- 
the and 
Tex., a 


sociation. wholesaler's view. 


Justin A. Kiesling of Houston, 


director of the association, the contrac- 


tor’s point of view 
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Mr. Creviston, as the first speaker, 
presented the many features’ which 
complicate sales promotion in this in- 
dustry. He spoke in part as follows: 

Sales promotion is affected by the 
conditions it encounters. While the 
principles of good sales promotion may 
be the same in every field, the manner 
in which ideas are applied must make 
allowances for viewpoints which exist 
and practices which have grown up. 

For the purposes of our discussion to- 
day, rather than take up the whole sub- 
ject of sales promotion in all its ramifi- 
cations, it might be well to confine our- 
selves to some of the conditions which 
must be reckoned with. In this way we 
can review a number of things we have 
taken for granted, and determine 
whether or not—in the light of our 
more recent experiences—there are any 
changes of viewpoint or improvements 





John H. Zink, Baltimore, 


Md., reelected vice president 


of method which we can incorporate to 
improve our chances, as an industry, of 
promoting our services more effec- 
tively. With that especially in mind, I 
want to take you with me on a ques- 
tioning tour. 

We shall sail with the winds and the 
currents of every day business, we shall 
go where our questions lead. We as- 
sume nothing and we shelter nothing. 
No conclusions will be urged on any 
one; you make your own. No flat-footed 
statements will be declared. Simply a 
questioning turn of mind will be in com- 
mand and any opinions you may have 
or acquire are yours, not mine. 


BUYER HAS FREE CHOICE 


Think of yourself as an every day 
citizen, not as a heating expert. You 
can go into any line of business you 
want to. 

Similarly, if you set out to buy some- 
thing, you are not bound by any restric- 
tions as to which article you are to buy 
or which store you are to trade in. You 
buy what you want and can pay for; 
you trade wherever you please. If you 
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don’t like the service or the quality in 
one place, you go somewhere else. Look- 
ing at the same situation from a slightly 
different angle—if two channels of dis- 
tribution are merchandising side by 
side, and one delivers a better article 
at a lower price, doesn’t that one de- 
serve to get the business? I am presum- 





J. Lawrence DeNeille, St. Louis, Mo., 
reelected president 


ing, of course, that everything is legal 
and there is no squeezing of labor to 
achieve the lower price. If our channel 
of industry delivers a product at a 
higher price, it is up to us to prove that 
it is worth it. 

If a mail-order house buys from a 
manufacturer within our industry at a 
very low price, while at the same time 
that same manufacturer sells to other 
members of our industry at a higher 
price, isn’t it our problem to solve the 
difficulty? Airing our troubles to the 
consumer will not help—he is interested 
solely in getting the most value for the 
money he has to spend. 


TELL WHAT GOOD HEATING MEANS 


You can be expected to know what 
heating is and what heating includes; 
but does the consumer know anything 
about what heating is? Say “heating”’ 
to the man on the street and he is very 
apt to think “stoves.” He buys fur- 
naces second only to stoves. We are 
heating men and yet we have very little 
to do with the things generally associ- 
ated with heating by the man on the 
street. Going further, does our field in- 
clude all fuels—coal, gas and oil; does 
it include oil burners and other appli- 
ances, as well as that new juggernaut 
which has just come over the horizon— 
air conditioning? Remember that while 
you, yourselves, may be experts on the 
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subject of heating, the general public 
is always in the kindergarten of that 
course of study. 

When we begin to turn our attention 
toward such questions, we are taking 
our minds off physical products and 
equipment and are looking toward that 
indefinite expanse called “market.” 
And when you are contemplating mar- 
kets, it doesn’t pay to guess. Have we 
any conception how much the D. T. U. 
gets, or the M. O. houses? Within the 
industry, do you know which manufac- 
turers sell direct, or which wholesalers 
sell direct? I mean where the set pol- 
icy of those organizations is to prac- 
tice direct selling. Do you know the 
trend in heating, as shown by the new 
houses under construction? Do we 
know—dquaility for quality—whether or 
not a customer can have an installation 
made through the D. T. U. or M. O. 





M. J. Chagnard, Louisville, 


Ky., reelected treasurer 


channels at a lower cost than he can 
through our channels? 

Somehow or other, I have always felt 
that the price advantage which others 
appeared to have was one of appear- 
ance mostly and not reality. By taking 
advantage of conditions and by sheer 
weight of keen sales presentation, they 
have put up an appearance which we 
have not faced squarely. 

We are inclined to think there are too 
many in the industry—too many chan- 
nels—too many manufacturers—too 
many wholesalers, and too many con- 
tractors—all seeking a fixed market. 
The limit of the market for comfortable 
living appliances has never been in 
sight; the market has scarcely been 
scratched. With the right viewpoint, 
with the development of our opportuni- 
ties, the limit, if there is one, is a long 
way off. 

Perhaps you may think you stand for 
higher standards of installation than 
other channels. That is undoubtedly 
true. Others channels do not do that. 
They do not perfect methods and prod. 
ucts as we do; they profit by the results 
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RUSTABLE PLUMBING 


RUINS REPUTATIONS 


Rustproof PLUMBING WINS AND HOLDS CUSTOMERS 











7 
“THOSE ARE RUST STAINS! 
AND WELL ALWAYS 
HAVE THEM AS LONG 
AS WE HAVE TO WASH 
WITH RUSTY WATER* 


“WHAT IN THE WORLD HAS 
HAPPENED TO THIS SHIRT ? 
ITS ALL SPOTTED? 























“RUSTY WATER 7 WHY WE REPLACEO | 

THOSE WATER PIPES ONLY A FEW 

YEARS AGO. WELL. THAT CURES ME 

OF CHEAP PLUMBING. WELL REPLACE 

FOR GOOD THIS TIME. | SAW AN AD 
IN LAST NIGHTS PAPER ABOUT 
R 


a 
fives. THE MODERN PLUMBING 
COMPANY 15 ADVERTISING 
ABOUT REMODELING WITH 
CHASE COPPER WATER TUBE. 
WHY DON'T YOU CALL THEM?” 


sal 








USTPROOF PLUMBING.“ 











































“YOU FELLOWS OUGHT TO GET MOST OF THE et 
PLUMBING BUSINESS IN TOWN. THAT RUSTPROOF 
CHASE COPPER TUBE YOU'RE USING MAKES 

ANY OTHER KIND OF REPLACEMENT 

PIPE OLD-FASHIONED,” si 

“YES- EVERYBODY LIKES THIS CHASE . 
FLEXIBLE COPPER TUBE, MR. COOPER. 
ITS UP-TO-DATE. WE DON’T HAVE 

TO RIP OUT FLOORS OR WALLS. YOu 
GET A CLEAN, RUSTPROOF JOB 

AND ACTUALLY SAVE MONEY. 
CHASE TUBE 

HAS BROUGHT 


US A LOT OF 
BUSINESS.” | 
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Customers like Chase Flexible Copper 
Tube because it’s installed without mess 
or bother. It’s also rustproof which is 
just another good reason why it pays to 
recommend Chase Copper Tube with Sweat 
Fittings! 


CHASE 


Today you can give your customers a Chase 


CHASE COPPER TUBE 


CHASE BRASS 








"HELLO, MODERN PLUMBING 0.? | 
MR. COOPER, ONE OF YOUR 
CUSTOMERS, RECOMMENDED 
YOU. | WANT A PRICE ON 
NEW LAUNDRY TUBS, AND 
A NEW BOILER. WILL ag 
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SEND A MAN UP?” 
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THE NEXT 
WEEK 






















1S THIS THE MODERN PLUMBING 
CO.? WILL YOU SEND A MAN 
OVER TO ESTIMATE ON 
NEW WATER PIPES 7? WE 
WANT THE SAME KIND OF 
COPPER TUBE YOU PUT 
IN MR. COOPER'S HOUSE” 


a 
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Copper job, with all its advantages, for 
about the same price as ordinary pipe. There’s 
never a kick-back on a Chase job. It keeps 
customers sold. More, it keeps them sold on 
you. You'll find it’s the best way there is to 
earn good will and start them selling for you. 
The satisfied customer is still the world’s 
greatest salesman! 


ann SWEAT FITTINGS 


& COPPER CO. 











Incorporated 


Subsidiary of Kennecott Copper Corporation 


Waterbury 


Connecticut 
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Top row, left to right: D. E. Kennedy, Chicago, vice president and western sales manager, American Radiator Co.; George M. 
Getschow, Chicago; William Scudder, American Radiator Co., Chicago; Russell G. Creviston, manager, advertising and sales pro- 
motion, Crane Co., Chicago; C. W. Johnson, Chicago; R. E. Fritsch, vice president, Tube-Turns, Inec., Louisville, Ky.; H. E. 
Wetzell, Cleveland, Ohio, chairman of committee on air conditioning; J. P. Baldwin, Chicago; F. H. Gaylord, Hoffman Specialty 


Co., Chicago, and Walter Klie, Cleveland, past president. 


Bottom row: Arthur D. Wolfe, Columbus, Ohio; J. I. Lyle, president, 


Carrier Corp., Newark, N. J.; Oliver Prentice, advertising manager, C. A. Dunham Co., Chicago; W. R. Rhoton, Cleveland, Ohio; 


George P. Nachman, Cleveland, Ohio, chairman of committee on 


standards; A. V. Hutchinson, secretary, American Society of 


Heating and Ventilating Engineers; Edward Moore, vice president, Bell & Gossett Co., Chicago; Albert Martin, Chicago, Kewanee 


Boiler Corp.; H. 


A. Snow, Boston, Mass., chairman of committee on trade promotion, and A. R. Herske, vice president and 


general manager of sales, American Radiator Co., New York City 


The expense is on us, 
and they try to run away with the 
fruits. It does no good to complain 
about that, they will continue to do it 
and it would be a serious weakness on 
our part to relinquish any efforts in 
that direction. 

To talk about “legitimate” and “‘ille- 
gitimate,”’ to refer to “fair” or “unfair” 
and worse, gets us nothing. The con- 
sumer who controls our destinies is nut 
interested in that. We'll always have 
M. O. houses, D. T. U.’s, handy andys 
and curbstoners with us. So long as 
they abide by the laws, we have no 
grievance that we can enforce. Our 
only protection is to handle better prod- 
ucts, make better products, and make 
better installations. Then by merchan- 
dising effectively, we can always be the 
predominant element. 


of our efforts. 


COSTS AND PRICES 

Price is an elusive thing. We talk 
about cut prices, but it somehow or 
other is not quite clear as to who is the 
offender, whether it is justified or not, 
whether it is cut price on the merchan- 
dise, the labor, or both. The complaint 
is not solely against other channels, it 
applies among ourselves. 

When other channels make a feature 
of the point that they eliminate certain 
steps of distribution, they imply that 
they can therefore cut their costs. That 
does not necessarily follow. They may 
cut the steps of distribution, but they 
can never cut the number of functions 
to be performed. From source to desti- 
nation, their products go through as 
many processes, as many handlings 
and as many functions as ours. Differ- 
ent people may perform them and they 


may put them in different classifica- 
tions, or call them different names. 

The commonly heard statement that 
the D. T. U. can sell to the consumer at 
a lower price than the contractor buys 
from the wholesaler needs a thorough- 
going analysis. The costs must be in- 
cluded somewhere else, or the D. T. U. 
is not delivering quality, or the manu- 
facturer is hopelessly inefficient. Could 
it be a combination of the three? 

In our approach to new building, we 
have done pretty well in the past, but 
we shall need to keep our eye on pre- 
fabrication and air conditioning, or they 
will upset us even in the new building 
market. It has been in the replacement 
field that most of our difficulties have 
occurred, but even here we have not 
directly faced our problems. Aside 
from the things already mentioned, we 
have an added stumbling block in main- 
tenance crews. 

I see many puzzling questions, but I 
do not see a single situation in which 
we, as an industry, cannot improve our 
prospects. I still believe that a pro- 
gram can be developed to gain for 
everyone in the regular channels of in- 
dustry a greater volume than he is get- 
ting now. I believe that we do not need 
to fear M. O. houses, D. T. U.’s, and 
others so much as we need to fear our- 
If we make the most of our op- 
pales away 


selves. 
portunities their presence 
into insignificance. 


FROM THE WHOLESALER 


Mr. Nelson pointed out that sales pro- 
motion is the job of the whole industry 
including the manufacturers who make 
the products, the wholesalers who stock 
and deliver them and the contractors 


who sell and install them. Each of 
these functions is essential so that 
when sales promotion is either over-em- 
phasized or under-emphasized, difficul- 
ties follow. 

The speaker felt that each branch is 
paid for what it does but because the 
various functions are in some cases 
closely associated, there is a twilight 
zone between the various branches 
which complicates sales promotion. Mr. 
Nelson recalled how the heating indus- 
try has grown, how air conditioning is 
growing and how new factors have en- 
tered into this industry inclined to ig- 
nore practices which have been and 
are still held to be essential. He felt 
it was not suprising our industry could 
not quickly assimilate the outsiders at- 
tracted by its growth nor assimilate the 
new products which have been devel- 
oped. Because of this desire for rapid 
distribution of new products, new chan- 
nels of distribution were employed. Be- 
cause the public is comparatively unin- 
formed on our products, it is easy for 
any salesman to talk about them. 

Mr. Nelson feels that the progress of 
recovery now requires an inventory of 
our methods and practices. He sug- 
gests that helpful information can be 
given to those manufacturers who ig- 
nore our customary plan of distribution. 
Heating products generally are not as 
frequently displayed as _ plumbing 
goods. He feels that wholesalers 
should provide more and better heat- 
ing displays. 

A good wholesaler, Mr. Nelson em- 
phasized, is indispensable both to the 
contractor and to the manufacturer. A 
wholesaler carrying a full line of prod- 
ucts deserves the business support of 

(Continued on Page 132) 
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... THEY SAVE 
TIME - TEMPER - TROUBLE 


1. SPEEDY, EASY INSTALLATION ... this is a Sturte- 
vant Speed Heater feature that has a big appeal 
for contractors, They know that threaded connec- 
tions for steam supply and return lines are pro- 
vided on both sides of the heater. They simply 
connect to the side nearest the supply line. 
Handy strap hangers are furnished with each 
Speed Heater. Easily formed in a vise to fit any 
condition. 

2. ABSOLUTELY LEAK-PROOF—-Speed Heaters are 
equipped with special Sturtevant-made heating 
elements of the extended-surface copper-fin type 
... absolutely leak-proof. Header joints are made 
permanently tight by an exclusive Sturtevant 
method. 

3. GUARANTEED FOR 200 LBS.— Every Speed 
Heater is guaranteed to withstand steam pres- 
sures up to 200 lbs. per square inch. Actually 
operating successfully on much higher pressures. 
Work equally well on high and low pressures. 
4. MAXIMUM HEADROOM — As both supply and 
return connections are made on sides of the 
Sturtevant Speed Heater, maximum head clear- 
ance is provided. A big advantage where heaid- 
room is limited. 

5. QUICK SHIPMENT— Fast, on-the-dot service 
when Speed Heaters are ordered. The most pop- 
ular voltages are stocked in many locations. 
Other standard voltages at Hyde Park, Boston, 
Mass. 


SPEED HEATERS ARE DISTRIBUTED BY CRANE CO. 


B. F. Sturtevant Co., Hyde Park, Boston, Mass. 
New York, 420 Lexington Ave. Chicago, 400 N. Michigan Ave. 
San Francisco, 681 Market St. Branches in Other Cities 


Urlevaln 


Sp eed A atiah: 
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Rexvane Speed Heaters > 


For floor, wall or ceiling installation. 
Built in a wide variety of types and sizes 
ranging from 100,000 to 1,000,000 B.T.U. 











. . E: ft oo 
B. F. Sturtevant Company, Hyde Park, Boston, Mass. . 
) Send me Suspended Type Speed Heater Catalog No. 396. 
1) Send me Rexvane Speed Heater Catalog No. 395. 
) Have your representative call. 


Name 


Company - - ------------—-— — --——------ 


Address 
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“| NEO-LINE CABINET SINK 
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VERY feature a woman ha; 
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ever wanted now can be found ir 
“Standard” Kitchen Sinks. From the sen. 


sational Neo-Line Cabinet Sink —with 
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its exclusive features—to combination 
i, sink and tray— “Standard” offers smart 
designs which would make even an old 
kitchen look new. “>tandatrd” Plumbing 


Fixtures maintain the same high quality 


~—e- 





as heretofore, but cost no more than 
others. The “Standard” payment plan, 
approved by FHA, makes it easy NOW 


tohavemodern plumbing fixtures—with: 





out down payment—with as 


ae long as three years to pay. 
et aru Dots. aati © 


OA DA nite 


ee by. 


SAUTIFUL! “What graceful lines in this Neo-Line Cabinet 
ink. I’ve thrown away my dishpan since 1 have this oval sink 
‘impartment. And there’s no chance to bump either my hands 
the dishes, with this convenient swinging spout faucet.” 








NEW! (A bowe) Every feature of this smart," Stendart” 
Neo-Line Sink meets the demands of modern women 
for beauty and efficiency. It's made in two sizes — 
in white, regular or acid-resisting enamel —or acid- 
resisting enamel in color. 





HANDY! (Left) “This circular storage space, with COMPLETE! “Look at this lowely silverware drawer. 
doors that revolve out of the way, is so convenient for why, everything I need is right here within arm's lengt 
the things I like to have close at hand.” 
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New York Masters Adopt 
Important Resolutions 


The forty-seventh annual convention 
of the New York State Association of 
Master Plumbers was held April 29, 30 
and May 1 in the Hotel Pennsylvania, 
New York City. 

It was regrettable that State Presi- 
dent William E. Foley was taken ill 
shortly before the meeting and was un- 
able to preside at the convention which 
wound up his year of strenuous work 
for his organization. 

In his absence, Vice President Joseph 
O. Stapf of Albany presided over the 
business sessions. 

The meeting was honored by the pres- 
ence of Mayor La Guardfa, Borough 
President Samuel Levy of Manhattan, 
Borough President G. U. Harvey of 
Queens, several past national presi- 
dents, National Vice President George 
W. Frank and National Secretary 
Charles E. Gawne. 

An outstanding feature was the ova- 
tion given to Isaac J. Brown, one of 
the veterans of the association, with the 
result that a resolution was passed ask- 
ing the National Association to make 
him an honorary member. 

The convention went also on record 
as endorsing George W. Frank of Buf- 
falo for the office of president of the 
National Association of Master Plumb- 
ers. 

The officers selected for the coming 
year are: Joseph O. Stapf, Albany, 
president: S. George Arnone, Bronx, 
New York City, vice president; Charles 
H. Mentzinger, Brooklyn, treasurer, and 
Henry J. Noord, Albany, secretary. 

Several resolutions were adopted by 
the convention. One of these urged 
tovernor Lehman of New York State 
to lend his support to the passage of 
the Howard Bill which provides that all 
plumbing in the state must be per- 
formed by licensed plumbers. Another 
resolution, which was also designed to 
protect public health, asked that real 


estate interests be prohibited from 
making water connections in buildings 
and that this work be restricted to li- 
censed plumbers. In another resolu- 
tion, the delegates urged that legisla- 
tion be enacted requiring installation of 
gas shut-off devices is certain types of 
buildings. 

The association also went on record 
as being unalterably opposed to the in- 
stallation of hot water pipe systems by 
others than competent licensed plumb- 
ers. A resolution was adopted recom- 
mending that local associations appoint 
committees to promote cooperation be- 
tween master plumbers and wholesal- 
ers. 

Several resolutions were presented 
by the Greater New York Association, 
all of which were endorsed by the State 
convention. These will be referred to 
the National Association of Master 
Plumbers for further action. One of 
these resolutions recommended that im- 
mediate action be taken to rescind the 
United States’ final decree entered May 
19, 1917—Equity 151—against the Na- 
tional Association of Master Plumbers. 

Another of these resolutions asked 
that a suitable bill be introduced in 
Congress for the separation of plumbing 
and heating from the general contract- 
ing work on all building projects where 
Federal funds are used. In another 
resolution, almed at safeguarding pub- 
lic health, the Federal Government was 
urged to declare plumbing a health 
measure. 

Still another resolution urged that an 
immediate protest be filed with the Fed- 
eral Government against the present 
practice of specifying from whom a 
contractor must purchase plumbing ma.- 
terial and also specifying the amounts 
to be paid for such material. 

An exhibition of plumbing and heat- 
ing materials was held on the same 
floor as the business sessions and this 





Left to right: Joseph O. Stapf, state 
president and Henry J. Noord, state 
secretary, both of Albany; Charles 
F. Mentzinger, Brooklyn, state treas- 
urer, and S. George Arnone, Bronx, 
state vice president 





exhibit was officially opened at noon, 
Monday, April 29, by the Honorable 
George U. Harvey, president of the 
Borough of Queens. 

The entertainment features were well 
planned and of a high standard. 

Monday evening, a “Get-together 
Dance” was held in Hotel Pennsylvania, 
Tuesday evening, visits were made to 
R. K. O. and Paramount Theaters, and 
the convention was climaxed by the 
annual banquet and ball on Wednesday 
evening in the hotel. It was a gala 
affair and very enjoyable. 

The convention was called to order 
by Joseph R. Mittash, convention chair- 
man. 

Miss Marie Wells rendered the Star 
Spangled Banner, and Rev. Father John 
J. O’Kane pronounced the invocation. 

Past State President William J. Flynn 
extended a hearty welcome to the dele- 
gates and especially the women. 

Mr. Mittasch then introduced State 
Vice President Joseph O. Stapf who 
presided over the convention in the 
place of President William E. Foley, 
who was unable to be present due to 
illness. 

Past State President Matthew J 
Kennedy introduced Mrs. Helen Met- 
calf, state president of New York Wom- 
en’s Auxiliary, who made a short ad- 
dress expressing thanks to the Master 
Plumbers’ Association for its welcome 
to the women. She also told of the 
work the women's auxillary is doing to 
better sanitary conditions in the state. 

On behalf of President Foley, Jacob 
Stockinger, Jr.. presented Mrs. Metcalf 
with a beautiful bouquet. 

It was moved that some remembrance 
be sent to President Foley, this to be 
accompanied by the signature of every- 
one present as an expression of their 
regrets that he was unable to be pres- 
ent. 

Matthew J. Kennedy called the roll 
of past presidents of the association 
and stated that they represented forty. 
seven years of progress. Several of 
these gentlemen were present: John F 
Dugan, Jere L. Murphy, George H 
Drake, William J. Flynn, George W 
Frank, M. J. Kennedy, Martin W. Utz. 
Fergus M. McLaughlin, William Wolff 
and Henry J. Ritter. Isaac J. Brown 
and Frank B. Lasette arrived later at 
the convention. 

The following convention committees 


were appointed Reading Clerk, Wil 


liam OD Atkins Memorial = A 
Whalen, Herbert Smith and J R 
Harper Auditing: J. Stockinger, Jr 

































































Abingdon Sanitary Mfg. Co. 
Ackerman-Johnson Co. 
Acme Asbestos Covering & 
Flooring Co. 
Acme Metal Products Corp. 
Acme Shower Curtain Co. 
Agnew & Tomlinson 
American Blower Corp. 
American Brass Co. 
American Brass Novelty Co. 
American Die & Tool Co. 
American Felt Co. 
American Gas Products Corp. 
Anderson Mfg. Co. 
Armstrong Bros. Tool Co. 
Autovent Fan & Blower Co. 
Ayling & Reichert Co. 


Bachmann, Albert W. 
Badger & Sons Co., E. B. 
Bashlin Co. 

Bead Chain Mfg. Co. 
Beaton & Cadwell Mfg. Co. 
Beaton & Corbin Mfg. Co. 
Beaver Pipe Tools, Inc. 
Bell & Gossett Co. 


Benson Co., Inc., Alexander R. 


Bernz Co., Inc., Otto 
Biggs Boiler Works Co. 
Blake Specialty Co. 

Blue Seal Chemical Co. 
Boosey Mfg. Co., Norman 
Bradley Washfountain Co. 
Bridgeport Brass Co. 
Brunswick-Balke-Collender Co. 
Buffalo Meter Co. 
Bullard Specialty Co. 
Burnham Boiler Corp. 


Camden Pottery Co. 

Capitol Brass Division of Bohn 
Aluminum & Brass Corp. 

Carey Co., Philip 

Case and Son Mfg. Co., W. A. 

Cash Valve Mfg. Corp., A. W. 

Celina Mfg. Co. 

Chelsea Metal Stamping Co. 

Cheney Co. 

Chicago Granitine Mfg. Co. 

Chicago-Wilcox Mfg. Co. 

Cleveland Brass Mfg. Co. 

Cleveland Heater Co. 

Coleman, Allan J. 

Columbia Radiator Co. 

Commonwealth Brass Corp. 

Compound Injector & Specialty 
Co. 

Concrete Fixtures Co. 

Consolidated Brass Co. 

Coyne & Delany Co. 

Crampton-Farley Brass Co. 

Croessant Co. 

Curtin Valve Co., A. F. 

Curtis & Curtis Co. 


D. & T. Mfg. Co. 
Dahlquist Mfg. Co. 
Dart Mfg. Co., E. M. 
Davis Engineering Corp. 
Decatur Pump Co. 
Deegan Mfg. Co., E. J. 
Delaware Lumber Co. 


Deming Co. 

Desolvo Mfg. Co. 
Dole Valve Co. 
Dunn, Inc., Struthers 
Duriron Co., Inc. 


Eagle-Picher Lead Co. 
Eastern Foundry Co. 
Elkay Mfg. Co. 


Elkhart Foundry & Machine Co. 


Elkhart Iron Works 
Enbee Mfg. Co. 
Erie Tool Works 


Excelsior Leather Washer Mfg. 


Co. 
Excelso Products Corp. 


Federal Radiator Co. 
Fitzgibbons Boiler Co., Inc. 
Flannery Co., P. J. 
Florence Stove Co. 


Franklin Rubber Corp. 


General Ceramics Co. 
General Fittings Co. 

General Wire Spring Co. 
Gerstein & Cooper Co. 

Globe Brass Mfg. Co. 

Glore Sales Corp., Evins F. 
Goetze Gasket & Packing Co. 
Grabler Mfg. Co. 


Grinnell Co., Inc. 


Haas Co., Philip 

Harris & Co., Arthur 

Healey Brass Foundry Co., Peter 
Healy-Ruff Co. 

Hercules Chemical Co. 

Hindley Mfg. Co. 

Hoffman Specialty Co. 

Hollands Mfg. Co. 

Hope Engineering Co. 
Hotstream Heater Co. 


Ideal Furnace Co. 
Imperial Brass Mfg. Co. 
Interceptor Corp. 


Jenkins Bros. 
Jennison Co. 

Johns- Manville 
Johnson Products Co. 


Kainer & Co. 

Kaustine Co., Inc. 

Kemp Mfg. Co., C. M. 

Kennedy Valve Mfg. Co. 

Ketcham Mfg. Corp., G. M. 

Kewanee Boiler Corp. 

Key Boiler Equipment Co. 

Kitson Co. 

Knight, Maurice A. 

Korte, Inc., Carl E. 

Koven & Brother, Inc., L. O. 

Kuehner Co., H. R. 

Kuhns Bros. Co. 

Kupferle Foundry Co., John C. 

Kwick Plumbing Specialties 
Corp. 


Lavelle Rubber Co. 
Lawson Co., F. H. 

Leavitt Machine Co. 

Lee Brothers Foundry Co. 
Lehman Sprayshield Co. 
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Leonard-Rooke Co. 
Lockport Fittings Co., Inc. 
Lookout Boiler & Mfg. Co. 


Malleable Iron Fittings Co. 
Marvel Machine & Brass Works 
Marvel Mfg. & Sales Co. 
McDonnell & Miller 
Michigan Pipe Co. 
Milwaukee Brush Mfg. Co. 
Milwaukee Stamping Co. 
Milwaukee Valve Co. 
Modern Equipment Corp. 
Modern Iron Works 
Modern Wares, Inc. 

Moore Valve Corp., J. W. 
Mueller Steam Specialty Co. 
Multi-Seal Mfg. Co. 


Nash Engineering Co. 

Nason Mfg. Co. 

National Metal Products Corp. 
National Pipe Bending Co. 









National Regulator Co. 

National Steel Construction Co. 

National Water Lift Co. 

Naugatuck Mfg. Co. 

Never Split Seat Co. 

Newbury & Son, Inc., Jay H. 

New York Air Valve Corp. 

New York Brass Foundry Co. 

Norristown Magnesia & Asbes- 
tos Co. 

Northwestern Foundry Co. 

Nye Tool & Machine Works 


Oakland Foundry Co. 
Oatey Co., L. R. 
Ohio Brass Co. 
Oster-Williams 


Paine Co. 

Patrol Valve Co. 
Patterson-Kelley Co. 

Peerless Heater Co. 
Penberthy Injector Co. 
Pennsylvania Range Boiler Co 
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7—— © Inorder to make it easy for 


buyers of plumbing and heating 
material to secure accurate buying 
information quickly and easily, the 
manufacturers whose names ap- 
pear in this announcement have 
illustrated and described their 
products in Domestic Engineering 
Plumbing and Heating Catalog. 


The fact that over 3,000 manufac- 
turers issue some form of catalog 
matter that is of more or less 
interest to the plumbing and heat- 
ing industry niakes it rather easy 
to understand how difficult it is to 
keep an up-to-date file on just the 


4 
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catalogs that are most commonly—~ 


needed. 


By consolidating all their catalogs 
into one big book, which carries 
catalog matter on lines of most 
importance to the plumbing and 
heating industry, all grouped and 
completely indexed, they have 
made it convenient for buyers to 
secure the information required 
without waste of time or effort. 


It is because of this convenience 
that so many buyers have formed 
the habit of just naturally turning 
to the Big Orange Catalog for 
buying information. 
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Peters Pump Co. 
Philadelphia Stove Co. 
Pierce, Butler & Pierce Mfg. 


Powers Regulator Co. 
Production Plating Works, Inc. 


Quality Products Co. 


Radiator Specialty Co. 


Redion, O. M. 
: Reichert Float & Mfg. Co. 
Rhode Island Fittings Co. 
Richardson & Boynton Co. 
Ridge Tool Co. 
Rife Ram & Pump Works 
Riverside Boiler Works, Inc. 
| Riverside Foundry & Galvanizing 


Robertshaw Thermostat Co. 
Ruberoid Co. 


Russell & Co., W. A. 


Sands Mfg. Co. 
San-Equip, Inc. 

Sarco Co., Inc. 

Savo Mfg. Co. 

Scaife & Sons Co., Wm. B. 
Seguin Mfg. Co., O. J. 
Self-Cleaning Strainer Co. 
Selfridge-Norton Mfg. Co. 


Ravena Iron Co. Sherwood Brass Works 
Rawiplug Co., Inc. Simplex Mfg. Co. 
Reading Iron Co. Skinner Co., Herbert G. 

Smith & Wesson (Flush Valve 


Division ) 
Smooth-On Mfg. Co. 
Somerville Iron Works 
Spang, Chalfant & Co. 
Standard Asbestos Mfg. Co. 
Standard Brass Mfg. Co. 
Standard-Elsmere Granite Co. 
Star Mfg. Co., Inc. 
Sterling Engineering Co. 
Sterling Faucet Co. 
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Street & Kent Mfg. Co. 
Stuart & Co., D. A. 
Sturtevant Co., Inc., B. F. 
Superior Flake Graphite Co. 


T-D Specialty Corp. 

Taco Heaters, Inc. 

Taylor Co., Halsey W. 

Test-Tite Co. 

Thrush & Co., H. A. 

Toledo Pipe Threading Machine 
Co. 

Trimont Mfz. Co., Inc. 

Tryco Products, Inc. 

Tube-Turas, Inc. 


United States Gauge Co. 

United States Rubber Products, 
Inc. 

Universal Sanitary Mfg. Co. 


Van Arnam Mfg. Co. 
Vanderman Mfg. Co. 
Vinco Co., Inc. 

Vogel Co., Joseph A. 
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Wade Iron Sanitary Mfg. Co. 
Wall Mfg. Supply Co., P. 

Ward Foundry, Inc., J. P. 
Warnock Mfg. Co. 

Warwick Brass Machine Co. 
Waterfilm Boilers, Inc. 

Watts Regulator Co. 

Weis Mfg. Co., Inc., Henry 
Wesely Co., Chas. 

Wessels & Sons Co., D. D. 
Western Metal Specialty Co. 
Wheeling Machine Products Co. 
Whitlock Coil Pipe Co. 
Wilhelm Co., A. 
Williams-Bowman Rubber Co. 
Williams & Co., J. H. 

Wood Industries, Inc., Gar 
Wood Mfg. Co., Inc., John 
Worcester Brush & Scraper Co. 
Wyckoff & Son Co., A. 


Yeomans Brothers Co. 


Zero Water Softener Mfg. Co. 
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Top row, left to right: Jacob Stockinger, Jr., Long Island City, code director of Greater New York; Matthew J. Kennedy, Brook- 
lyn, president of Greater New York association; John E. Dugan, Albany, past state president; A. R. McGonegal, Washington, D. C., 
chairman of national sanitary committee; Charles E. Gawne, Chicago, national secretary; William F. Cassidy, Albany, chairman of 
legislative committee, and William J. Flynn, Bronx, past state president. Bottom row: 


Cronin, Binghamton, zone delegates; Harry Sugarman, past president of Bronx association; Frank 


John F. Skelly, Ogdensburg, and Thomas J. 


R. Roth, president of Bronx 


association; Raymond F. Brown, Jiffy Fire Hose Rack Co.; Isaac J. Brown, elected an honorary member of the New York associ- 
ation; Henry J. Ritter, past state president, and W. Frank Clucas, past state secretary, both of Buffalo 


Henry Noord and Tom Hennessey 
Resolutions: S. George Arnone, W. F. 
Clucas, C. H. Mentzinger, James Met- 
calf and Ed. Miller. Credentials: John 
F. Rogers and Martin J. Hayden 
Sergeant-at-arms: Walter Huck. 

Jere L. Murphy was presented to the 
convention and gave a talk on sanita- 
tion, water supply and cross-connections 
He called attention to the fact that the 
industry is suffering from the inroads 
of handy-men and urged the pitimbers 
to do their part to protect themselves 
and to work for legislative protection. 
He emphasized the fact that plumbing is 
a health measure and the public should 
be educated to that fact. 

A motion was made that the conven- 
tion extend a vote of thanks to Mr. 
Murphy and request that he prepare his 
speech in concise form and that it be 
published in the trade and public press. 

A motion was also made that a reso- 
lution be drawn up covering the points 
brought out by Mr. Murphy and pre 
sented to the Standard Board of Ap- 
peals and Building Commissioners. 

Milton Goldsmith, president of Job- 
bers’ Credit Association, New York 
City, extended greetings from his or- 
ganization. He urged cooperation be- 
tween various branches of the industry 
for its general betterment. 

Morris Jarcho speaking on behalf of 
the master plumbers called attention 
to some of the evils in the industry and 
stated he hoped there would be better 
cooperation between all branches. 

W. Frank Clucas read President Fo- 
ley’s report as president of the associa- 
tion. This report covered his activi- 
ties through the year and touched on 
the re-zoning of the state. He paid 
tribute to the many men in the asso- 


ciation who have helped him carry on. 
He urged more intensive work to in- 
crease the membership of the associa- 
tion. He touched on legislation ac- 
tivities during the year and hoped the 
incoming administration would con- 
tinue this work for legislative relief. 

National Secretary Charles E. Gawne 
of Chicago was introduced to the as- 
sembly and extended the greetings of 
the National President. He urged the 
plumbers to get into politics and work 
to elect men to office that will help 
them get their rights and protection for 
their industry. He praised the work 
of Senator Copeland of New York in 





Left to right: Frank B. Lasette, New York 
City, and George H. Drake, Buffalo, both 
past national presidents, and George 
W. Frank, Buffalo, national vice president 


his endeavor to have Government 
buildings inspected to see that they are 
sanitary. He also covered some of the 
activities of the National Association, 
especially in Washington, D. C., on 
Government legislation. He said that 
Congress is now conscious that there 
is such an organization as the N. A, 
M. P. 

Mr. Gawne also called attention to 
the coming National Convention and 
said there would be a laboratory on ex- 


hibit showing how cross - connections 
operate. 

Morris Jarcho, Frank Fee and Jere L. 
Murphy commented favorably on Mr. 
Gawnes speech and a rising vote of 
thanks was extended to President Cal- 
nan and Secretary Gawne. 

Jacob Stockinger, Jr., introduced His 
Honor Fiorello H. La Guardia, mayor 
of the City of New York. The Mayor 
extended a greeting to the visitors and 
then touched on the question of estab- 
lishing a licensing board. He stated 
that several plans had been presented, 
but he advised the master plumbers to 
appoint a small committee and they 
contact a like committee from the jour- 
neymen’s union and try and work out 
a plan that will be suitable to all con- 
cerned. 

Matthew J. Kennedy, president of the 
Greater New York Master Plumbers’ 
Association, thanked the Mayor on be- 
half of the association for his considera- 
tion of the plumbers and his willing- 
ness to help solve their problems. 

Jere L. Murphy also added words of 
praise for the Mayor. A rising vote of 
thanks was extended to His Honor. 

The next speaker was Hugh Cuthrell 
of the Brooklyn Union Gas Company, 
who touched on plumber-dealer coopera- 
tion and dealer merchandising. He said 
that there will probably be a fifty per 
cent advance in the sales of water heat- 
ers and other gas appliances this year 
over those of last year. 

R. G. Bookhout presented a paper giv- 
ing the plumber some ideas for obtain- 
ing more business by combining health 
and plumbing. 

John D. Cooley, chairman of the 
Sanitary Committee, presented the re- 
port of that body. 
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The wise plumber must also build his reputation on the firm 


foundation of quality merchandise plus expert workmanship. 


By using KOVEN products the plumber is assured of quality 
merchandise, protective sales policy and a guarantee of satis- 
faction by one of the oldest manufacturers of range boilers and 
tanks. ; 


Among the many KOVEN products: 


RANGE BOILERS 
Galvanized or Copper 


SCULLERY SINKS 

BARBER BOILERS 
KOVEN-PARACOIL TANKS 
STANDARD DUPLEX HEATERS 


STORAGE TANKS 
Steel or Copper 


FUEL OIL TANKS 
EXPANSION TANKS 
PNEUMATIC TANKS 
SEPTIC TANKS 





Insist on the best by asking for 
KOVEN products from your jobber 


Send for the 1935 Handbook 





.o. KOVEN..:.. 


JERSEY CITY, N.J. 
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DOMESTIC ENGINEERING 


With Dependable Relief Valves 
on Domestic Hot Water Tanks 


*. Parrot with “Patrols”. 


Every type of domestic water 
storage tank or range boiler should 
be provided with a “PATROL.” 
Field experience, laboratory data 
and consideration of the physical 
characteristics of water. empha- 
size the hazardous and costly 
effects of high temperature and 
excessive pressure within the 
tank. 


Use ‘‘Patrols’’ for all water 
heater installations and satisfy 
yourself that everything possible 
is being done to provide safe hot 


water to your customers. 


In adopting PATROL TEMPER- 
ATURE AND PRESSURE RELIEF 
VALVES you will be backed with 
engineering knowledge gained 
through 30 years experience in 
manufacturing and supplying 
safety devices to the water heat- 
ing industry. “PATROLS” are de- 
signed specificaily for depend- 
able, accurate and full water flow 
relief service to all types of do- 
mestic hot water supply systems. 


Six types of PATROL RELIEF 
VALVES (a complete line) offer 
unlimited possibilities for “Com- 
bination Profits” with each instal- 
lation of an automatic or tank 
water heater or range boiler. 


Write for catalog and technical 
information as given by Patrol 
Bulletin 6352. : 


THE PATROL VALVE CO. 


11260 Locust Avenue 
CLEVELAND. OHIO 


‘Patrols’ are Sold By Leading Jobbers 
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The report of the Apprenticeship 
Committee was presented by its chair- 
man, Thomas J. Whalen. 

The Zone Delegates 
reports of the activities in their vari- 
These delegates were John 


presented the 


ous zones. 


F. Rogers, S. George Arnone, William 
D. Atkins, John F. Skelly, Thomas J. 








Anthony Platt, R. 
R. Licht. Phil Farbman, Walter J. Baker 


Top row, left to right: 


and Sam S. Berg, all of the Bronx. Center 
row, visiting New Jersey delegation (kneel- 
ing): Fred Baker, E. P. Ingram, president 
of New Jersey association and Al Kievit, 
(standing) E. J. Geyer, Nick Triani, Les 
Wake, Al Ruehl and Max Cohen.  Bot- 
tom row: Al Duguid, Manhattan; J. L. 
Tomilty, Cedarhurst; A. Green, John 
D. Cooley and O. Jensen, all of Manhattan 


Cronin, Lother C. Gresens and _ E, 
Wynne. 

Gates Ferguson, director of New 
York City District of FHA, was intro- 
duced to the convention and he in turn 
introduced Frank Connolly, special as- 
Director of Industries 
Division of FHA. He said that the FHA 
had made practically every property 
owner conscious of the fact that he 
should improve his property. He also 
stated that more work would be going 
on if the building industry was sales- 
minded instead of waiting for orders 
to come in. The order taker in the past 
few years was the first one to pass 
out of the picture while the salesman 
survived. “Modernization is sold, not 
bought,” stated Mr. Connolly in his con- 
cluding remarks. 

William E. Flynn suggested to Mr. 
Connolly that the FHA should try and 
sell the cities in the United States to 
grant tax’ exemption for five years on 
modernization jobs as the increase in 
property taxes on improved buildings 
was holding back a large amount of 
work that would be done if the taxes 
were not increased. 


sistant to the 
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Mr. Connolly stated in reply that in 
many sections this was being done. 

Kk. L. Flentje, substituting for Joseph 
G. Hildebrand, addressed the meeting 
on the NRA Code of the plumbing in- 
dustry. 

Jere L. Murphy introduced Samuel 
Levy, president of the Borough of Man- 
hattan, who said that his office will al- 
ways be open to the plumber who wants 
help in his problems. 

The report of the Standardization 
Committee, of which Jere L. Murphy 
is chairman, was read to the conven- 
tion. It covered its work during the 
past year during which the committee 
met with representatives of many other 
organizations working along the same 
line. 

The report of the Education Commit- 
tee, George L. Green, chairman, was 
presented. It advocated the reading 
of trade papers and books. 

William F. Cassidy, chairman of the 
Legislative Committee, presented the 
report of that body. It showed that 
its members were on the job keep- 
ing their eyes on the activities of the 
legislature and doing their best to pro- 
tect the plumber’s welfare. 

Walter S. L. Cleverdon, association 
professor of sanitary engineering, su- 
pervisor of property, presented an ad- 
dress using as his subject: “Vital 
parts of our work which must be care- 
fully safeguarded and suggestions for 
expansion into new territory for new 
business.” 

George H. Drake, past national presi- 
dent and member of Divisional Code 
Authority, spoke on the code. 

The next speaker was National Vice 
President George W. Frank, who ex- 
tendeed greetings from the National 
Board. He touched on some of the ac- 
tivities of the NAMP. He also dwelt 
on the Plumbing and Heating Industries 
Bureau and the work it is doing. He 
urged the up-building of’ membership 
in local, state and National, for the 
future success of the association lies 
in its numerical strength. 

A large delegation from New Jersey 
State Association was introduced to the 
convention at this point. 

Edmund P. Ingram, president of the 
New Jersey State Association of Master 
Plumbers, was introduced and _  “*re- 
sponded with a few well chosen words. 
He urged the members to cooperate 
with their officers to help our industry. 

Past National President Frank B. 
Lasette was called on for a few words, 
and spoke briefly on the code situation. 

A motion. was made from the floor 
to change the By-Laws of the state 
association by adding a clause that 
any member seventy-five years of age 
or older, or members who have ren- 
dered outstanding service to the asso- 
ciation be made honorary members. 
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This was adopted. The following mem- 
bers were thereupon elected honorary 
members: Isaac J. Brown, Thomas 
Toomey, Hugh Taylor, John F. Rogers, 
William Vrooman and B. Joseph O’Don- 
nell. 

Jacob Stockinger, Jr., presented the 
report of the Auditing Committee. 

Nicholas P. Donohoe presented his 
report as State Secretary during the 
past year. 

Thomas Whalen presented the report 
of the Memorial Committee which was 
adopted by a rising vote. 

A vote of thanks was extended to 
retiring President Foley and Secretary 
Donohoe for their excellent work dur- 
ing the past year. 

The convention was closed by the 
members standing in silence with bowed 
heads for one minute in memory of 
the brothers who have passed away 
during the past year. 

The convention committee consisted 
of: Joseph R. ‘Mittasch, Forest Hill, 





Frank Connolly, 
special assistant to director of Industries 
Division of FHA, Washington, D. C.; Alex 
Auchinachie, Binghamton, past state presi- 
dent; Charles H. Hakes, Binghamton, and 
Nicholas P. Donohoe, Richmond Hill, re- 


Top row, left to right: 


tiring state secretary. Bottom row: Wal- 
ter W. Hock and A. W. Stroschein of the 
Rockaway association; Miss E. Nelson, 
Miss M. Primrose, Miss S. Bloch, in charge 
of registration and, standing, John F. Rog- 
ers, Flushing, elected an honorary mem- 
ber of the New York association 


chairman; Jacob Stockinger, Jr., and 
John F. Rogers of Queens; Walter Hock, 
Rockaway; Williams Metcalf, Nassau; 
James Burns, Staten Island; Matthew 
J. Kennedy and Louis Frisse of Brook- 
lyn; Andrew Karl, Westchester; George 
Arnone, Bronx, and Herbert Halloran, 
Manhattan. 

The reception committee consisted of 
Joseph Heck, Manhattan, chairman; 
Herbert Smith and John D. Cooley of 
Manhattan; James Burns and William 
Ahrens of Staten Island; Lawrence Red- 
mond and Thomas Mulligan of Queens; 
Raymond V. O’Brien and Patrick Hal- 
loran of Brooklyn; Walter Hock and 
William McNaught of Rockaway, and 
Frank R. Roth and Richard Schween 
of Bronx. 
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Left to right: 
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W. H. Kuhn, Dallas, new state president; C. J. Ormond, San Antonio, retiring president; J. 


©. Montrief, Fort 


Worth, Henry Warren, Houston, and Joseph Netzer, Laredo, all past state presidents, and C. M. Zeigle, San Antonio, assistant state 


executive, divisional code authority for Texas 


Texas Plumbers Hold Big 
Convention at Fort Worth 


W. H. Kuhn, Dallas, Is Elected President. 
Legislative Committee Reports Good Progress 


in Efforts to Amend 


One of the best conventions that has 
been held by the Associated Master 
Plumbers of Texas in recent years 
was that which convened in Fort 
Worth, April 22 and 23. It was the 
forty-sixth session since the organiza- 
tion of the state association. Limited 
to a two-day session, instead of the 
usual three, every minute of the time 
was packed with constructive work. 


Every section of the state was rep- 


resented, each delegation coming to the 
meeting with some major problem for 
discussion and possible solution, and 
with interest crystalized in all phases 
of the industry’s activities. This nat- 
urally brought out interesting discus- 
sions by various leaders. 

W. H. Kuhn, Dallas, was elected 
president for the ensuing year, and 
Clayton Lee, Houston, was named vice 
president. Henry Martyn, Dallas, was 
appointed secretary. In accordance 
with a resolution that was adopted, the 
officials will act as a board of direc- 
tors. H. J. Hurst, Port Neches, was 
elected delegate to the forthcoming na- 


tional convention. Davis Hill, Waco, 
was named alternate. It was decided 
to hold next year’s convention in 
Dallas. 


State President C. J. Ormond, San 
Antonio, was introduced at the opening 
session by R. E. Wild, president of the 
Fort Worth association. A _ pleasing 
feature of the program was the punc- 
tuality observed in keeping the proceed- 
ings moving methodically and with dis- 
patch. 

After the invocation by Clayton Lee, 


State Plumbing Laws 


Houston, the visitors were welcomed 
to Fort Worth by J. O. Montrief, with 
the response, by George Winburne, Jr.., 
Wichita Falls. Mrs. W. E. Jameson, 
Houston, president of the state wom- 
en’s auxiliary was introduced, she, in 
turn, introduced Mrs. Robert Liss, Chi- 
cago, president of the national aux- 
iliary. 

President Ormond named the follow- 
ing committees: 


Resolutions: Joseph Netzer, Laredo, 
and A. S. Johnson, Dallas. Credentials: 
E. L. O’Grady, Fort Worth; C. F. Her- 
rington; Fort Worth, and C. F. Barr, 
San Benito. Memorial: Harry Kahn, 
Dallas, and Joseph Netzer. 

Auditing and “Finance: Harry 
Wharton, San Antonio, and J. W. 


Thiel, Houston. Reading Clerk: George 
Winburne, Jr., Wichita Falls. Ser- 
geants-at-arms: J. W. Warden, El] Paso, 
and O. J. Butts, Fort Worth 


Publicity: C. M. Zeigle, San An- 
tonio, and Joseph Netzer. Standing 
Committee: Henry Warren, Houston, 


and C. J. Ormond, San Antonio. 

Mr. Zeigle presented greetings to the 
convention from Robert J. Barrett, ex 
ecutive director of the divisional code 
authority; from Domestic ENGINEERING, 
and from John R. 

Walter Clifton, 
in Houston, reviewed the 
doing in that city. The 
sanitary investigator was 
Houston at the request of the local as- 
sociation and it is proving helpful in 
many ways, it was stated. 

San Antonio has a plan similar to 


Lewis. 

investigator 
work he is 
position of 
created by 


sanitary 


that of Houston, which is also pro- 
ducing good results, according to Felix 
Wahrmund, secretary of the San An- 
tonio association. Mr. Wahrmund is 
commissioned as a deputy plumbing in- 
spector, without cost to the city, which 
keep constant check 
ordinance violations, 


enables him to 
on installations 
etc., all of which is helping materiallv 
to improve conditions there 

A. D. Chandler, Fort Worth 
ing inspector, commended the work be- 
ing done in Houston and San Antonio, 
that other 


plumb- 


and 
cities would follow suit 

Fred W. Erhard, coordinator for the 
department of 


expressed the hope 


state education. voca 


tional division, discussed apprentice- 
ship training and its value to the future 
welfare of the plumbing industry in 
Texas. He cited a number of instances 
where the apprenticeship training pro- 
gram has been working successfully for 
time, naming Wisconsin as an 
example. However, J. W. Warden and 
Hart Steele, of El Paso, where the pro- 
gram has been launched, stated that it 


some 


had not been working as satisfactorily 
as desired, due to the feeling that the 
contract was not entirely fair to the 
employer. 

A committee composed of R. C 
Malitz. Houston, C. F. Herrington, Fort 
Worth, and Hart Steele, El 
appointed to confer with Mr 


analysis of the 


Paso, was 
Erhard for 
a more thorough train- 
ing program. 

The high light on the program of the 
day was 


Austin. 


afternoon session of the first 
the address by V. M. Ehlers, 
chief sanitary engineer for Texas He 
that the health 


now interested 


stressed the fact state 


department is more 
than before in the importance of 


and 


ever 


plumbing and qualified plumbers, 
their relationship to public health. He 
urged a state-wide campaign calling 
for a reinspection of plumbing systems 
in all cities, especially in old buildings 
and in large buildings, such 
etc. He was emphatic in his warning 
to the public against the of the 
handy man and the unlicensed, un- 


qualified workman 


as hotels, 


use 
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rn 
DESTE 


NON‘SCALD 


MIXING VALVE 
aluauys POSTIVE ACtLON 


















Constructed upon entirely differ- 
ent principles than the so-called 
Anti-Scald Valves on the market 
and—“IT WORKS” 


The d’Este Non-scald Mixing Valve is the last 
word in efficient design. It eliminates at once 
the hazard of bathers being scalded. 


Present day improved facilities for having a 
supply of really hot water always available 
make the need of the d’Este Mixing Valve a 
necessity wherever water at predetermined 
temperatures is required. 


It is indispensable for Hotels, Hospitals, In- 
stitutions, Gymnasiums, Public Baths. etc., and 
a much desired accessory for private homes. 
especially where there are children. Barber 
Shops. Beauty Parlors. etc., will find this 
valve particularly adaptable to their needs. 


The Valve is characterized by its ability to 
maintain uniform water temperatures. without 
hot and cold shots. and regardless of fluctuat- 
ing pressures of hot and cold water. 


It is the only valve that instantly and com- 
pletely shuts off delivery at the point of dis- 
charge. on failure of the cold water supply. 








Complete information will be sent on request. 





Manufactured by 
JULIAN D’ESTE COMPANY 


Charlestown. Massachusetts 


Established in 1870 





E 
ESTE 
T 
E 


DISTRIBUTED NATIONALLY BY 
STANDARD SANITARY MANUFACTURING CO. 
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_ Mr. Ehlers and Mr. Zeigle broadcast 
an interview over KTAT, Fort Worth, 
as a part of the publicity work now 
being carried out in the interest of the 
plumbing and heating industry. 

E. L. Penfrase, of the Copper and 
Brass Research Association, and for- 
mer secretary of the N. A. M. P., spoke 
on the value of organization. Mr. Pen- 
frase also paid a glowing tribute to 
the late R. G. Thomas, San Antonio, 
former national director. 

Reports were made by Clayton Lee, 
Houston, and W. H. Kuhn, Dallas, dele- 
gates to last year’s national conven- 
tion. Their resume of the convention 
work was concise and helpful. 

The second day was filled to the brim 
with action. The session opened with 
the report of the legislative committee. 
Strenuous work has been in progress 
in an attempt to secure an amendment 
to the Texas state plumbing laws, 
which, if passed, will centralize ad- 
ministration and enforcement, take ad- 
ministration of local ordinances more 
out of political control, and tighten up 
on qualifications and license issues. 

Several attempts have been made in 
Texas to improve the plumbing laws, 
but defeat has met the effort each 
time. However, this time, progress has 
been made to the extent that House 
Bill 268 has been unanimously ap- 
proved out of both the House and the 
Senate committees and is now on the 
calendar in regular order. Commenda- 
tion was given of the effective work 
done by John H. Delfs, Austin, the 
journeyman member of the legislative 
committee. 

C. M. Zeigle, assistant state execu- 
tive, divisional code authority, who has 
also been working on this legislation, 
warned that the current session of the 
legislature was fast nearing adjourn- 
ment date, and urged that contacts be 
made at once with senators and rep- 
resentatives from various sections in 


an attempt to secure advancement of 
the bill. 
“The Status of Our Code” was the 


topic of a brief discussion by Mr. Zei- 
gle, who acted as spokesman for Wal- 
ter P. Shafer, San Antonio, state ex- 
ecutive, divisional authority for 
Texas. 

The 


code 


endorsed the voca- 


presented 


convention 
tional training program, as 
by Mr. Erhard. 

Felix Wahrmund, San 
gested that master plumbers 
more active in politics in the future 
in the interests of the industry. Dele- 
gates expressed unanimous approval 
and each zone representative was in- 
structed to see that in the future close 
contact be maintained with state and 
national representatives in matters re- 
lating to legislation. 

The secretary - treasurer's 


Antonio, sug- 
become 


report 


DOMESTIC ENGINEERING 


showed finances better than for several 
years, with a membership of 200, rep- 
resenting an increase of 69, with indi- 
cations of a further increase in the 
coming year. 

Former state senator, Robert A. 
Stuart, Fort Worth, assistant regional 
director, Federal Housing Administra- 
tion, addressed the convention on “The 
Relationship Between the Plumbing In- 
dustry and the FHA.” He brought out 
that a great opportunity is presented 
the plumbing contractor under this 
program and that a large percentage of 
the work being done under the FHA 
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goes into plumbing systems and repair. 
He urged that the opportunity be im- 
proved, and requested coopera- 
tion of the plumbing industry with the 
FHA. His address was received with 
enthusiasm and is expected to give im- 
petus to this movement in Texas. 
The convention with a mag- 
nificent banquet given in the Venetian 
Room of the Blackstone Hotel. Judge 
Hal S. Lattimore, of the Second Court 
of Civil Appeals, the beloved “Lawyer 
Texas, in his inimitable 
toastmaster for the 


closer 


closed 


Plumber” of 
manner, acted as 


occasion. 


Idaho Master Plumbers 
Report Improved Business 


Members of the Idaho Master Plumb- 
ers Association gathered at the Bonne- 
ville Hotel, Idaho Falls, on May 5 for 
third annual convention. Edgar 
soise, state president, 


their 
Fr. Lessinger, 
presided at the morning and afternoon 
sessions. 

A marked improvement 
and heating business was reported by 
those attending the convention. Much 
of the gain was attributed to loosening 
of credit which has resulted in more 
remodeling and construction of homes. 


in plumbing 


This was brought about largely 
through the FHA program, it was 
stated. Improved general business con- 


ditions have helped to bring about the 
most promising outlook in  severai 
years, in the opinion of the 
attending the convention. 

J. A. Campbell, Twin Falls, 
elected president of the association for 
the ensuing year. Fred Hartenbower, 
Caldwell, was elected first 
dent; Ed Boyle, Blackfoot, second vice 
president; P. O. Thompson, Rexburg, 
secretary-treasurer. 

The following zone chairmen 
elected: Edgar F. Lessinger, Zone No 
1; J. A. Campbell, Zone No. 2; R. C., 
Killian, Zone No. 3, and George Tway, 
Zone No. 4. 

The 1936 annual 
held at Twin Falls on the 
day in May. 

Round table discussions 
problems were held during the conven- 
tion. Mail order house competition, the 
apprenticeship movement and the FHA 


delegates 


Was 


vice presi- 


were 


will be 
Satur- 


convention 
first 


of various 


program were among the topics dis- 
cussed. 
It was decided that an apprentice 


should serve as prescribed by the 
American Federation of Labor; that he 
should be taken when young enough 


to be properly educated, and that after 


he has served his time he should be 
registered with the journeymen plumb- 
believed that such 


eliminate the 


it was 
help 


ers’ union. 
a program 
handy man. 

Mayor B. W. Clark of Idaho Falls and 
KE. F. McDermott, president of the Idaho 
Falls Commerce, spoke at 
the luncheon Bert Miller, 
Shelly, was toastmaster at the banquet 


will 


Chamber of 
meeting. 


im the evening 
Alec W. Murray, Twin Falls, the only 


surviving charter member of the Na 


Association of Master Plumbers, 


tional 


attended the convention. 





New Water Tunnel in 
Chicago Nearly Finished 


(‘hicago’s new water tunnel, one of 
the largest in the United States. is 
practically complete and all that re- 


mains to be done before placing it in 
operation is to remove the construction 
railroad and-machinery, washing and 
whitewashing of the floor and walls and 
new pumps. 

16 feet in diameter and 
through 


Chicago 


starting of the 

The tunnel is 
is 160 feet below surface level, 
most of its 11% The 
tunnel is nearly twice as long and prac- 
tically the Moffett 
railway tunnel located west of Denver. 
It is built through solid rock from four 
miles out in Lake Michigan and is de- 
signed to provide adequate pressure in 
every water faucet in Chicago for years 


miles. 


same size as the 


to come. 

The job cost $13,800,000 and required 
twelve years to complete. One million 
dollars spent in repairing leaks in mains 
buildings are expected to 


and private 


reduce pumping costs $3,000,000 a year. 
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Cast Iron Line 


There are a lot of things one might say for “K” cast iron 
fittings but these three points deserve particular mention: 





Operations conducted on an extensive scale 
Heavy inventories for spot shipments 
Every fitting hand-inspected and guaranteed 
No matter how large the order, you can “bank” on 


SERVICE right along with quality when you order “K” 
fittings. 


Standard and Extra Heavy Screw Fittings 
American Sprinkler Fittings 

Standard Flange Fittings 

Standard and Extra Heavy Companion Flanges 
Drainage Fittings 


Extra Heavy Screw, American Sprinkler, and Flange 
Fittings all hydrostatically tested to 300 Ibs. 


“K” line an Underwriters’ Approved and Associated 
Factory Mutual Approved line. 


KUHNS BROTHERS COMPANY 
DAYTON, OHIO 


Combined marketing facilities on both “K” and M. I. F. malleables. 
Complete stocks at both Dayton, Ohio, and Branford, Connecticut. 
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ECHANICAL perfection— 

higher efficiency—largely 
increased volume—carefree 
operation—right now these fac- 
tors are of greater importance 
than ever to the purchaser who 
desires to secure more water 
from a small diameter well than 
is possible with a single acting 
cylinder or increased volume 
from any well or cistern regard- 
less of its size or depth. 


Large ports, open and direct 
water ways, quick closing spring 
suction pop-spool valves, two 
leather all brass plungers—no riv- 
ets, set screws, nuts, bolts or 
other loose parts to cause trou- 
ble—the installation of a Myers 
Double Acting Cylinder means 
more water at lower cost than 
can be secured by any similar 
method. 

Myers Double Acting Cylin- 
ders, now built in both All Brass 
and Brass Lined Styles with size 
range for almost any power serv- 
ice, afford new and wider oppor- 
tunities for profitable cylinder 
sales. 


Your inquiry will receive 
prompt attention. 








THE F.E.MYERS © BRO. 
COMPANY 
ASHLAND, OHIO. 


PUMPS—WATER SYSTEMS-HAY TOOLS -DOOR HANGERS 
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New Jersey Acts on Vital 
Problems Facing Industry 


Delegates Adopt Important Resolutions 
Designed to Improve Conditions in Industry. 
Edmund P. Ingram Is Reelected President 


Judged from every standpoint, the 
thirty-fourth annual convention of the 
New Jersey State Association of Master 
Plumbers, held in Jersey City, May 15 
to 18, was a complete success. 

The convention was honored by the 
presence of National President John J. 
Calnan, Chicago, who delivered an ex- 
cellent address covering National As- 
sociation activities, particularly legisla- 
tive work before Congress. He made 
each person present fully -conscious of 
what the N. A. M. P. means to the in-- 
dustry and why every master plumber 
should be a member. President Calnan 
received a tremendous ovation from the 
audience. 

Edmund P. Ingram, Jersey City, was 
lauded for his excellent work as presi- 
dent during the past year and was re- 
elected to that office. Other officers 
elected were: George McVoy, Plainfield, 
first vice president; Edward J. Geyer, 
Bergenfield, second vice _ president; 


George H. Brenner, Orange, third vice 
president; Charles Fox, Trenton, fourth 
president; 


vice George H. Werner, 


Orange, treasurer (now serving his 
seventeenth term), and Clyde C. Cole, 
Weehawken, secretary. 

The trustees elected were: Frederick 
Baker, Guttenberg; R. A. Needham, At- 
lantic City, and Albert F. Ruehl, New- 
ark. The delegates to the national 
convention are Edmund P. Ingram, and 
George L. Bird, Elizabeth. 

On Friday night the Past Presidents 
Club held its annual dinner and re- 
elected James O. Lewis, Newark, presi- 


dent, and George L. Bird, secretary. 
Edmund P. Ingram was inducted into 
membership. 

Several important resolutions were 
adopted by the convention. 

The incoming president was _in- 


structed to appoint a committee of three 
to follow-up resolutions passed at state 
conventions and endeavor to obtain full 
benefits from such resolutions. 

The incoming executive board was in- 
structed to prepare proper legislation 
to be introduced at the coming session 
of the state legislature to prohibit pub- 
lic utilities from merchandising piumb- 


11] 


Left to right: Edmund P. Ingram, 

Jersey City, reelected state president; 

George McVoy, Plainfield, reelected 

first vice president, and George H. 

Werner, Orange, national director, re- 
elected state treasurer 


ing, heating and electrical appliances. 


The operations of federal, state, 
county, municipal and other govern- 
mental agencies in the construction 


field were condemned. 

Local associations were asked to use 
their influence to have the installation 
and supervision of all water systems 
placed under the control of their local 
board of health. 

The incoming executive board was 
instructed to have the status of the 
state department of education estab- 
lished insofar as it relates to the in- 
stallation of sanitary plumbing and the 
mechanical equipment. 

The incoming executive board 
instructed to resubmit the enabling act 
at the coming session of the state legis- 


was 


lature and endeavor to have it enacted 
into law. If this is accomplished, the 
board will try to have the state plumb- 
ing code, as New 
Jersey association, adopted by the state 


submitted by the 


department of health. 

It was agreed that in the absence of 
specific invitation for the holding of 
future conventions, the executive board 
be empowered to select the city, the 
state to finance the convention. 

The executive board was instructed to 
reorganize the “Crusaders” in connec- 
tion with a proposed drive for increased 
membership in the association. 
recommendations of the of- 
One of these 


Several 
ficers were also adopted. 
changes the by-laws relating to the as- 
Another divides the 
Still another 


sociation’s officers. 
state into eight districts. 
establishes a new location for the state 
association office, calls for the purchase 
of new office equipment, proposes that 


facilities be provided so that the field 
man can do miore outside work 
The convention was called to order 





Left to right: Charles Samuel, secretary, Montclair association; William Chesnut, Montclair, past state president; George Brenner, 


Orange, third vice president of state association; Anthony Marzullo, Jersey City, retiring state secretary ; . 
City, Phelps-Dodge Co.; John J. Corcoran, Jersey City, past state president; J. J. Sharrock, Jersey City, and Clyde ©. 


hawken, newly elected state secretary 


Robert Foley, New York 
{ ole, W ee- 
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by State President Ingram. James J. 
Conlin, president of the Jersey City as- 
sociation, and Commissioner Arthur 
Potterton of Jersey City welcomed the 
visitors. John J. Corcoran, Jersey City, 
and Robert Anderson, responded. 

President Ingram extended a welcome 
to the past presidents of the state as- 
sociation. Those present were George 
S. O'Neill, Paterson, 1909-1911; John J. 
Corcoran, Jersey City, 1925-1926; Wil- 
liam N. Chesnut, Montclair, 1928-1929; 
James O. Lewis, Newark, 1932-1933; 
and George L. Bird, Elizabeth, 1933-1934. 

President Ingram appointed the fol- 
lowing committees: 

Sergeant-at-arms: John  Heyrich, 
Montclair. Credentials: Joseph Berg, 
Orange; J. M. Heidweiler, Trenton, 
and A. R. Kampff, Hackensack. Audit- 
ing: George Cooper, Jersey’ City; 
George Brenner, Orange, and Nick 
Triani, Union City. Resolutions: John 
J. Corcoran, Jersey City; Charles 
Samuel, Montclair, and R. A. Need- 
ham, Atlantic City. 

President Ingram made a complete 
report on his activities during his term 
of office. He referred to the organiza- 
tion of the New Jersey Heating Associa- 
tion, which has just been incorporated, 
as one of the outstanding achievements 
of the year. This new association's 
membership, according to Mr. Ingram, 
is almost one-third as large as that of 
the Heating, Piping and Air Condition- 
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Top row, left to right: A. W. Hurley, 

Bloomfield; Henry Williamson, president, 

Montclair association and John Heyrich, 

Montclair. Bottom row: John L. Lehman, 

L. O. Koven & Bro., Inc., Jersey City, and 

Emanuel Goldman, Lucerna Co., New 
York City 


ing Contractors National Association, 
and is ten times larger than the latter 
association’s membership in New Jersey. 

The three quarterly one-day meet- 
ings held during the year produced good 
results, according to Mr. Ingram. The 
fact that membership in the state as- 
sociation has “held its own” during the 
past year. is a good sign, in Mr. In- 
gram’s opinion. He recommended, how- 
ever, that definite efforts be made to in- 
crease the membership. 

Mr. Ingram also recommended that 
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Article 5 of the by-laws be changed so 
the officers and executive board would 
consist of a president, a vice president, 
a secretary, a treasurer, three trustees 
and eight directors. He said the present 
practice of having four vice presidents 
is not a good policy. He also recom- 
mended that the state be divided into 
districts and that a director be elected 
for each district, preferably a member 
of a local association in the immediate 
territory. Mr. Ingram also recommended 
that sufficient funds be allotted the state 
field secretary to enable him to spend 
more time in field work. 

The various other officers also rend- 
ered their reports. These included the 
treasurer, George H. Werner; the first 
vice president, George McVoy; the 
second vice president, Edward J. Geyer; 
the fourth vice president, George H. 
Brenner, and trustees Irving Chew, 
Fred Baker and Charles Fox, and 
George Bird, delegate to the last na- 
tional convention. 

R. G. Bookhout presented a paper, the 
purpose of which was to indicate how 
the master plumber could increase his 
sales. He pointed out how equipment 
such as air conditioning, shower baths, 
drinking fountains, lavatories, etc., in- 
crease the efficiency of workers. 

George B. Underwood, field director 
of FHA for Sussex County outlined the 
housing program and told how it was 
carried on and financed. 


vi 


Upper left picture (kneeling): Robert MacDonald, vice president, Jersey City association; Charles Werner, chairman, Jersey 
exhibit committee and Joe Schneiderman, Jersey City; (standing), Otto Viehweg, treasurer, North Hudson association; Edmund P. 
Ingram, Jersey City, state president; Alex Thane, North Hudson, and William Beck, Lake Hopatcong. Upper right picture: 
J. C. B. Wouters; J. M. Heidweiler, Trenton; Frank Penros, James Bennett, Charles Fox, Jr. fourth vice president of state 
association and John H. Conrad, all of Trenton. Lower left picture: D. F. Holden, treasurer, William W. Harms, president, 5S. 


Oprandy, trustee, E. 


J. Geyer, secretary and Theodore Farinella, vice president, all of Englewood association. Lower right pic- 


ture: Harry Burnet, Bloomfield; C. John Klimback, Essex Falls; A. N. Kievit, Montclair and Paul Zeim, Bloomfield 
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WHEN INSIDE SURFACES 


MUST BE CLEAN 


Especially is this of vital importance in the smaller 
pipe sizes where the percentage of capacity may be 
materially decreased and small valves and instruments 
may be rendered useless by a small amount of foreign 
matter. 


Fretz-Moon Pipe is as clean inside as outside— 
even in the smallest galvanized size. In its original 
form as skelp, at the beginning of the “continuous 
process,” it is as clean as flat-rolled steel can be had. 
Throughout every phase of the “continuous process,”’ 
this cleanliness is protected. Never once does the 
skelp come in contact with the furnace bottom where 
it may be contaminated by foreign matter. And when 
galvanized, the pipe is blown clean inside by super- 
heated steam. 

If you’re looking for clean pipe, consider Fretz- 
Moon. Ask us to send you a sample taken from stock. 


FRETZ-MOON TUBE CO., INC. 


FRETZ-MOON 
P | 
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HAVE YOU TRIED IT? 


® Hundreds of plumbers have taken 
advantage of our offer to send a 
trial jar free of this NEW MULE- 
KICK Creme Porcelain Polish to 


try in their own home. Have you? 
if not, write today. Use coupon 
below. 





and a profit on every call’’ 





writes a Wisconsin Master Plumber. 


@ That's one of the important things in this NEW SEXAUER 
Plan that's producing thousands of dollars in new business for 
plumbers everywhere. It's the NEW business it develops; 
the NEW contacts you can make, the possibilities for call 
backs and the fact thet your name and address is constantly 
before thousands of housewives, plus giving you a profit on 
every call, to name only a few of the sales opportunities this 
plan offers. 








Let us show you how it can work for you. We have the product 
and we have the plan. Ties right in with your F. H. A. work, 
too. Thousands of plumbers are using it—successfully. Write 
for it today. 





THE PLUMBER 


Don't laugh. We were really 
serious when we wrote our June 
ad for the Saturday Evening 
Post headed, ‘“Mule-Kick 
Brides." Did you know June is 
the biggest bride month in the 
year? Over 100,000 get mar- 


ried during those 30 days? And 





for 


MYULE.ICH 





weetly (© teen trains : 
and to ae ‘eer enrfaces : 
MULE-HICK tor TOUMLET BOWLS we fee! that brides and new 
* | fee  ewoery Oe weeks to fore aniy , 
stains and tenwioe' se and «tor ae homes offer the piumber one 
MULE. HICH’ fer PORCELAI®S Kory 
ered Le gg tm more opportunity for new busi- 
“wan Py ofetie etptne wet rare anc «tain 
pl a -—Tairh “a wee vy ness. W rite ust and let us tel! 
| A nm many BB pore 4 you how to cash in on it and 
hy your newss® Sy yd A. ! he Seen ; P 
* a acer ‘‘“ trtare ‘ 
Fasy Tie” Pearet © a & don ? be surprised . 4 coup a 
tn ww w& a eon ow ake } . . ‘ 
eemoes waite. i there ia a tect of che ig ‘| of blushing brides call on you 
we er (em oF pew ert 
‘ag as tev maame Weve a Btthe oresem Or wer for Mule-Kick ’ as a result of 
this ad 
“MULE-KICK” CONSISTS OF 3 PROOUCTS—a drain sieaner, closet Bow! 
c and the above Creme Porcetain Potish Seld only throwgh siumbers 
Approved by Geoed Housekeeping Far superior in quality te ereeery. tard 
ware and chain store brands Can be sold at chain store orices if satisfied 


ytere profits—that. hewever. is set necessary 


with chain 


J. A. SEXAUER MFG. CO., INC. 


j 


2503 Third Ave., N. Y. C. 





Gentlemen 


| want te know more about the Sexauer Program 
ness Piease send me full sarticutars 


for getting sew Sus 


i'd tite te tty i929 @y owe home your sew MULE-.MICK Creme 
Porcetain Potish Piease send trial jar 
Ship me dez MULE.KICK Waste Pise. Closet Sew! 
Creme Porcelain Cleaners assorted and details of your scome@tete 
MULE-.KICK Preeram 

Name 

Address 

City State 
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Left to right: 


John J. Calnan, national president; Robert J. Barrett, code authority; 


James T. Brennan, secretary of Jersey City association and general chairman of the 
convention, and Jere L. Murphy, New York City, chairman national standardization 


committee 
The various standing committee re- of the advantages of having competent, 
ports were presented. They included qualified contractors install plumbing 


the advisory board, the sanitary com- 
mittee, the educational committee, the 
printing committee, PWA committee, 
the legislative committee, the home loan 
committee, the membership committee, 
the apprenticeship committee, the audit- 
ing committee, the zone committee, the 
committee, the special public 
committee and the conference 
committee. 

Secretary A. A. Marzullo presented a 
report on his work during the past 
vear. He reviewed the _ resolutions 
adopted at last year’s convention and 
explained what action had been taken 
on each. He recommended the re-loca- 
tion of the permanent office of the state 
association and the purchase of new 
office equipment. 


essay 
service 


CALNAN REVIEWS N. A. M. P. WORK 


National President Calnan praised the 
New Jersey association for the support 
it has given the National Association 
in past years. He described the work 
of the N. A. M. P., particularly its ef- 
forts to secure legislation in Washing- 
ton, D. C., for the benefit of the in- 
dustry. 

He called attention to the discovery 
of cross-connections in the Capitol Build- 
ing at Washington, D. C., and remarked 
that this should help the plumbing in- 
dustry in its efforts to improve the 
plumbing systems in public buildings 
as a health measure. 

Mr. Calnan read the bill just passed 
by Congress calling for the reinspection 
of plumbing in all federal buildings. 
This bill is now awaiting the signature 
of the President. 

Mr. Calnan said one of his chief am- 
bitions is to stabilize the distribution 
of plumbing and heating materials and 
reaffirmed his confidence in the estab- 
lished method of distribution, namely. 
manufacturer to to contrac- 
tor to consumer. 

He commended the advertising of 
manufacturers which informs the public 


wholesaler 


and heating materials. 

Mr. Calnan stated that the N. A. M. P. 
is preparing data to help contractors 
meet mail order and D.t.u. competition. 
He explained, also, that a study is be- 





John A. Ward and 
Raymond A. Naas, both of Jersey City, and 
James J. Conlin, president, Jersey City as- 


Left to right, top row: 


sociation. Bottom row: John J. Kane and 

Robert A. Sagarese, both of Morristown, 

and George Cooper, Jersey City, treasurer 
of convention exhibit committee 


ing made to promote better cooperation 
between utility companies and master 
plumbers. Mr. Calnan also urged close 
cooperation with the FHA movement. 

He outlined the plans for the coming 
national convention in Chicago and ex- 
pressed the wish that New Jersey would 
send a large delegation. He suggested 
that the state conduct an _ intensive 
membership campaign. 

John J. Corcoran spoke eloquently on 
behalf of the members in appreciation 
of President Calnan’s work. 

Robert J. Barrett, executive director, 
divisional code authority for plumbing 
contracting division of the construction 
industry reviewed the work of his de- 
partment since the code was signed. 

Jere L. Murphy, New York City, 
chairman of the National Standardiza- 
tion Committee, reviewed the work of 
this committee and pointed out that 
over-standardization is a greater evil 
than under-standardization. 

He congratulated Jersey City on the 
fact that its plumbing inspection is 
supervised by the board of health. Mr. 
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Murphy emphasized the danger of cross- 
connections and other faulty types of 
plumbing. 

Herman Baumgartner, Newark, re- 
viewed the causes of the amebic dysen- 
tery epidemic in Chicago and suggested 
that the state executive board map out 
a program to educate the public on the 
importance of good plumbing. He sug- 
gested that members of the association 
appear before meetings of civic clubs, 
parent-teachers associations, etc., to ex- 
plain the relationship between plumbing 
and health. 

A delegation from the Bronx, N. Y., 
association owas present, '§ including 
Frank Roth, president; Phil Farbman, 
vice president; Sam Berger; and 5. 
George Arnone, vice president of the 
New York state association. 

James T. Brennan, general chairman 
of the convention, and his associates 
were complimented highly for the ex- 
cellent manner in which they handled 
the convention and the entertainment. 


ENTERTAINMENT FEATURES 


On Friday noon the delegates and 
guests were entertained at a Dutch 
Lunch in the plant of L. O. Koven and 
Bro. The entire staff of this organiza- 
tion was present to make certain that 
everyone had a good time. The visitors 
were conducted on an inspection tour 
through the company’s plant. 


On Friday night the delegates. the 





H. L. Srulowitz, 
president, Ideal Supply Co., Jersey City; 


Left to right, top row: 


Walter F. Johnson, Newark manager, 
American Radiator Co.; Charles Meyers, 
W. V. Egbert Co., Newark, and William 
W. Harms, president, Englewood associa- 
tion. Bottom: Frank J. Schmitt, Chase 
Brass & Copper Co., Waterbury, Conn.; 
Harry Weitzman, Sanitary Plumbing Sup- 
ply Co., Jersey City; W. F. Kraft, Richard- 
son & Boynton Co., New York City, and 
M. T. Baudermann, Newark 


exhibitors and the guests were enter- 
tained by the Jersey City association in 
the Auditorium. The convention was 
honored Friday night by the presence 
of U. S. Senator A. Harry Moore of 
New Jersey, who visited each booth in 
the exhibit hall. 

The final night was a gala one, every- 
one attending the annual banquet 
and dance in the grand ballroom of the 
Plaza Hotel. <A splendid dinner and 
floor show kept the guests happy. 
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Indiana Condemns Unfair 
Government Competition 


State Officers Are Reelected. Legislative 
Committee Asked to Push Proposed Plumb- 
ing Law. More Members Will Be Sought 


The Indiana Association of Master 
Plumbers met at the Severin Hotel, In- 
dianapolis, May 6 to 8, for its thirty- 
ninth annual convention. While the at- 
tendance was not as large as might have 
been expected, those present displayed 
a keen interest in the topics under dis- 
cussion. 

During the coming year the associa- 
tion will make a definite attempt to 
increase its membership, and a prize 
will be awarded to the zone making the 
best record in securing new members. 
Efforts will be continued to secure 
passage of a state plumbing law, the 
legislative committee charged with this 
task being increased from three to five 
members. 

One of the important developments 
was the unanimous adoption of a reso- 
lution urging the federal government 
and the various state agencies to dis- 
continue the practice of employing un- 
skilled men, “who according to our code 
must be paid the minimum wage,” to 
perform plumbing and heating work on 
government projects. The resolution 
pointed out that established master 
plumbers have been almost entirely 
eliminated from competition on such 
projects because of this policy. 

President Hayes emphasized on sev- 
eral occasions during the convention 
that the handy-man is the greatest ex- 
isting menace to the plumbing industry. 
He remarked that competition from the 
handy-man is more disastrous even than 
that offered by mail order houses and 
D.t.u.’s. By way of an example, Mr. 
Hayes said his company installed the 
plumbing in the hotel in which the con- 
vention was being held approximately 


twenty-two years ago, but that his com- 
pany has not been called upon since to 
do any repair work. “The handy-man,” 
Mr. Hayes said, “has been doing the 
maintenance and repair work ever since 
this hotel was finished and the installa- 
tion no longer is representative of our 
work.” 

Last year’s officers were unanimously 
reelected for another term. Joseph G. 

Indianapolis continues as 
of the association, John H. 


Hayes of 
president 


Left to right: 
Joseph G. Hayes, 
I n dianapolis, 
state president; 
J. H. Niewoehner, 
Richmond, vice 
president, and 
Frank Irish, In- 
dianapolis, secre- 
tary-treasurer 


Niewoehner of Richmond is vice presi- 
dent and Frank Irish of Indianapolis is 
secretary-treasurer. Edward Kanney of 
La Porte and Henry McAuliffe of In- 
diana Harbor were named delegates to 
the 1935 convention of the National As- 
sociation of Master Plumbers to be held 
Mr. Irish and Harry Hat- 
Fort Wayne were 


in Chicago. 
tersley of 
alternates. 

Prominent speakers and visitors in- 
cluded Charles E. Gawne, Chicago, sec- 
retary of the National Association of 
Master Plumbers; Edward B. Kleine, 
Cincinnati, national director; W. E. 
Price, Knapp Supply Company, Muncie, 


named 
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president of the Central Supply Asso- 
ciation and E. L. Penfrase of the Cop- 
per and Brass Research Association. 

The delegates and visitors were wel- 
comed to the convention by Joseph A. 
Clarke of Indianapolis and the response 
was made by President Hayes and Wil- 
liam J. Woolley, president of the Maid- 
O’-Mist, Incorporated, Chicago. Mr. 
Woolley, who is a past president of the 
Indiana Master Plumbers’ Association, 
was elected to honorary membership in 
the organization. 

Ten of the members of the Quarter 
Century Club were present at the open- 
ing sessions and they were introduced. 
Those present, were Joseph G. Hayes, 
Indianapoli8;’ “Victor C. Knauth, Vin- 
cennes; Earl L. Clevenger, Muncie; 
John H. Niewoehner, Richmond; A. J. 
Weinhardt, Terre Haute; James A. 
Kreglo, Indianapolis; Edward Kanney, 
La Porte and Harry Hattersley, Fort 
Wayne. 

President 


appointed the fol- 


Hayes 





lowing committees to handle the work 
of the convention: 

Harry Hattersley; A. C, 
James A. 


Resolutions 
Sandberg, Lafayette; K regio, 
Indianapolis. Auditing: Earl Clevenger, 
Muncie; Edward Kanney; Tyra Collins, 
A. J. Weinhardt. Memor- 
Kanney; Victor 
Louis Gollmer, Fort Wayne. Nominat- 
ing: Henry McAuliffe; A. J. Weinhardt; 
S. C. Durbin, New Albany. 

QO. H. Hoff, 


sergeant-at-arms 


Indianapolis; 


ial: Edward Knauth; 


Bay City, was appointed 
and Mr. Niewoehner 
was named reading clerk. 
Price of the 
ply Association urged the master plumb- 


President Central Sup 





Left to right: 


H. A. McAuliffe, Indiana Harbor; Edward B. Kleine, Cincinnati, national director; Arthur Paetz, Indianapolis; A. C. 
Sandberg, Lafayette; Harry Hattersley, Ft. Wayne; William J. Woolley, Chicago, president, Maid-O’-Mist, Inc., and E. L, Penfrase, 
New York City, Copper & Brass Research Association 
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GET ALL THE PROFITS 


out of shower-heads— 


the REPUBLIC “DETROITER” 


There is enough difference in shower-heads to make a lot of 
difference in the profits you make selling them. You will make 


more and make it quicker selling “Detroiter” Shower-Heads. 





Customers prefer the “Detroiter” because it affords just the right 
spray for a refreshing, stimulating shower, yet uses approximately 


40 per cent less water than the ordinary 4-inch type of head. 


Easily installed without muss or fuss. An unusual margin for 
y 
you in every sale of a “Detroiter” Shower-Head makes this busi- 


ness mighty good to have at any time. 


FREE... to help you sell! 


This attractive display board in three striking 





r Fig: No, 1358—Detroiter Shower-Head 
with Ball Joint as Illustrated. 
Fig. No. 13857—Same as illustration 















' except less Ball Joint. colors absolutely free with your initial order for six 
ia “ -oiter” § rer-Heads. ) four 
7 ORDER THROUGH YOUR WHOLE- Detroiter Shower Heads Put nN up in y 

: window, or in a prominent place within your shop, 
Fey SALER OR WRITE DIRECT FOR and watch it sell for you. Compact utility . 

! COMPLETE DETAILS jewel-like beauty ... popular price... the Repub- 

7 lic name—you can’t fail to make money on such a 

: THE REPUBLIC BRASS COMPANY combination! 

| 1623 East 45th Street Cleveland, Ohio 

| : HIRST (QUALIT Vy: 

A } ERIA]T S sie UCCESSFUL plumbing contractors 
ae »J are generally agreed that first-class 

i se workmanship cannot be achieved unless 

\ first-quality materials are employed. That’s 

; 





the particular reason why so many of 
di =, these contractors standardize on American 
fo 5 Brass Goods. Typical of the American 


; Quality Line is the No. 2674 Continuous 
| 7 IR S T- ig A SS oe Waste shown at left. It is furnished with 
2 L se 


any desired number of inlets and is adapt- 


WORKMANSHIP ieee crac ta age 


i %S 20 and 17. Available in rough brass; 
| se “fe os rough nickel plated, polished brass; nickel 
{ se se plated; chromium plated. Nuts and tees 
“se soos are cast brass; other parts seamless tubes. 

se They £0 hand in hand when you install 3 May be furnished with center outlet where 
i necessary. Order your American Brass 


Goods needs from your jobber. 
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BRASS (GOODS : SANITARY MFG. CO. 


_— LLL AT: = ABINGDON, ILLINOIS 
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ers to take steps to strengthen the mem- 
bership of their association. He re- 
marked that this will tend to strengthen 
the established method of distribution, 
namely, manufacturer to wholesaler to 
contractor to consumer. 

He suggested that a definite member- 
ship goal be established and that cer- 
tain leaders be appointed in the various 
zones and that each of these men be 
given a definite quota to be acquired 
before the next convention. 

As an example of what can be accom- 
plished in this way, Mr. Price told how 
the Central Supply Association was re- 
organized recently starting with 125 
members, and increasing to 268 mem- 
bers. 

The last three or four years, Mr. Price 
remarked, has demonstrated conclu- 
sively that plumbing and heating con- 
tractors are good business men. This 
is proved by the fact alone, he said, 
that they have been able to keep in 
business despite the tremendous de- 
crease in construction. 

Mr. Price does not believe that mail 
order competition is as serious as some 
persons believe. He stated that one of 
the large mail order houses did only 
$35,000 worth of plumbing and heafing 





Clauson, Chicago, 
Association, and Charles 


Left to right: H. A. 
Lead Industries 
E. Gawne, Chicago, secretary, National 

Association of Master Plumbers 
business in the Muncie district last 
year, including installation. 

“There is going to be better business 
in the immediate future,” he said. “It 
is better now and will continue to im- 
prove. The wholesaler recognizes that 
if you men install every piece of plumb- 
ing and heating material that is sold, 
the wholesaler’s future is assured.” 

The annual report of President Hayes 
gave a complete review of the associa- 
during the past year. 
He pointed out that the work of the 
association had been handicapped by 
the loss of membership due to failure 
of members to pay dues. He reviewed 
the code meetings held during his term 
of office and remarked that only two 
complaints were received by the state 
office regarding unfair trade practices. 

Edward B. Kleine pointed out that 
the National Association of Master 


tion’s activities 
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Top row, left to right: 


Brunswick-Balke-Collender Co., 
Canby A. Rigsby and C. C. 


Indianapolis. 
Shaffer, all of Anderson; D. W. Liniger, Marion: Lester C. 


O. H. Hoff, Brazil; Joseph Clarke, Tyra Collins and John 


Schneider, all of Indianapolis; William E. Driscoll, Indianapolis, and O. D. Waldon, 


Bottom row: Charles M. Shaffer. 


Nagley, Terre Haute, and Chiron Pierson, Indianapolis, retired master plumber 


Plumbers has always had a _ definite 
policy—the 
ship. President Calnan’s administration, 
he said, has emphasized the need for 
cooperation between all branches of the 
industry. The creation of a legislative 
committee is one of the outstanding ac 
complishments of the association during 
the past year, he said. 

Mr. Kleine feels that the inroad made 
by mail order houses in the plumbing 
and heating business is due largely to 
the master plumber’s indifference to in- 
stalling only material that he has sold. 

He described in considerable detail 
the activities of the Plumbing 
Heating Industries Bureau 
plimented this organization on its ac- 
complishments. 

Mr. Kleine urged the Indiana associa- 
tion to take definite steps during the 
coming year to increase its member- 
ship. 

Robert of the State 
of Journeymen Plumbers 
that the last few months have brought 
a more encouraging outlook for 
ness. 

Dr. Thurman B. Rice, of the 
State Board of Health said the board is 
convinced that efficient plumbing waste 
systems will reduce the amount of dis 
ease and that the board favors the best 
plumbing possible. He pointed out that 
the board of health had endorsed the 
bill passed by the last session of the 
legislature designed to eliminate stream 
pollution. 

E. L. Penfrase spoke on the 
copper tubing for hot and cold 
supply lines He remarked that Dr 
EK. B. Hart and a group of his colleagues 
at the after 
four announced aft 
the recent meeting of the American So 


protection of its member- 


and 
and 


Fox Association 


remarked 
husi 


Indiana 


use of 


water 


University of Wisconsin 


years of research 


coni- 


ciety of Biological Chemists that cop- 
per is an essential factor in the diet to 
keep the blood red and the body vig- 


orous. 
National] 

strong plea that the Indiana association 

take definite action to increase its mem- 


Secretary Gawne made a 


and strengthen its organiza- 
He pointed out that the National 
Master 
stronger today than it has ever been in 
the past. He told Illinois As- 
sociation has increased its membershif 


bership 
tion. 
Association of Plumbers is 


how the 


from 150 to approximately 700 members 


Mr. Gawne feels it is imperative to 


get the federal government interested 
in the subject of contaminated water 
supply. because, in his opinion, such 


interest on the part of the government 


will help to eliminate this menace. Mr 
cause of the 


Gawne reviewed the 


amebic dysentery epidemic which oe- 
curred in Chicago and also told of the 


sanitary conditions that ex- 


New ()rieans 


dangerous 


isted in until modern 


plumbing was introduced. He stressed 
the necessity for physicians and master 
plumbers working together closely in 
order to safeguard the public’s health 
»} ma 7 ee } : a +} rh rt °; 
Plans iti the LOTLoH ming mvention 
of the National Association of Master 
Plumbers were outlined by Mr. Gawne 


and he impressed his hearers with the 
educational value of attending this con 
vention 

LEGISLATIVE WORK 


Clarke 


legislative 


DISCUSS 


Joseph [.. reported nn the 
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past 
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law 
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that eventually this 
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but then was withdrawn for certain 
changes. Mr. Clarke recommended 
that in the future work on proposed 
legislation be started earlier and that 
at least $500 be appropriated for ex- 
penses. 

At the suggestion of Mr. Niewoehner, 
it was voted to ask each member of 
the association for a voluntary con- 
tribution of $1.50 for future legislative 
work. 

A. C. Sandberg remarked that prep- 
arations should be started immediately 
for introducing this proposed plumbing 
law at the next session. 

Harry Hattersley pointed out that the 
present bill contained everything de- 





Top row, left to right: C. L. Holmes, 
Vincennes; S. C. Durbin, New Albany, and 
G. W. Pendery, National Lead Co., Cin- 
cinnati. Bottom row: C. M. Parrish, 
Standard Sanitary Mfg. Co., Indianapolis; 
Earl W. Hopper, EverHot Heater Co., In- 
dianapolis, and E. H. Kingston, Plumbers 
Supply Corp., Indianapolis 


sired by the master plumber; that the 
bill almost passed, and that it quite 
likely will pass either at the next regu- 
lar session of the legislature or at the 
next special session, if one is called. 

At the suggestion of Arthur Lahr, 
Lafayette, it was decided to continue 
the present legislative committee, but 
to increase its size from three to five 
members. Mr. Lahr and Mr. McAuliffe 
were selected as the two new members 
of the committee. 





Plumbing Inspectors 
Meet In Lansing, Mich. 


The Plumbing Inspectors Association 
of Michigan held its fourth annual meet- 
ing in Lansing recently. William H. 
Cary, Jr., assistant sanitary engineer 
of the Detroit Department of Health, 
presented a paper entitled “The Swim- 
ming Pool—a Special Plumbing Fix- 
ture.” 

It was decided to hold a semiannual 
two-day session in Detroit on Octo- 
ber 4 and 5 and a quarterly meeting 
in Lansing on June 29. 
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Louisiana-Mississipp1 Masters 
Elect Craft President 


The 1935 annual convention of the 
Louisiana-Mississippi Association of 
Plumbing and Heating Dealers was 
held in New Orleans, La., May 22. 

The convention was called to order 
by President J. R. Lawton, New Or- 
leans, who appointed the following 
convention committees: 

Auditing: Ray T. Craft, chairman, 
Carl Finlay, James O’Neil and H. L. 
Schwan. Credentials: L. Oppermann, 
chairman, S. Antoine and Alfred Sal- 
zer. Resolutions: A. H. Kussmann, 
chairman, L. C. DeLeon, Ray T. Craft 
and A. H. Grimaldi. Memorial: E. L. 
Kimble, chairman, Clem Sondes and 
R. G. Schwarz. Refreshment: Oswell 
Pique, chairman, Car] Brindell, A. Kern 
and Hunter Charlton. Sergeant-at- 
Arms: E,. Hagardorn. 

The following officers were elected 
for the ensuing year: Ray T. Craft, 
Lake Charles, La., president; Emile 
M. Babst, New Orleans, La., vice-presi- 
dent; and A. H. Kussmann, New Or- 
leans, La., treasurer. 

The newly elected officers were in- 
stalled by Past State President De- 
Leon of New Orleans. 

Retiring President Lawton was 
elected a delegate to the national con- 
vention in Chicago. 

The association was invited to hold 
its 1936 convention at Gulfport, Miss. 
The incoming officers will consider this 
matter at a later date. 

President Lawton announced he had 
received long distance telephone calls 
from the flooded areas advising of the 
inability of the members in those sec- 
tions to attend the convention. 

Inasmuch as the convention was lim- 
ited to one day, routine business was 
handled in rapid order. Reading of 
the minutes of the previous convention 
was dispensed with and the several 
resolutions were referred to the res- 
olutions committee for prompt action. 
The report of the memorial committee 
showed that no deaths had occurred 
among the membership during the past 
year. The report stated, however, that 
the death of National Director Richard 
G. Thomas, San Antonio, Tex., was 
deeply lamented and a resolution of 
condolence was adopted. 

Several minor changes were made in 
the association by-laws. One of these 
changes reduced the membership dues 
to $10 a year, payable annually in ad- 
vance. Heretofore, the dues had been 
payable semi-annually. 

The reports of Secretary L. J. Petrie, 
New Orleans, and Treasurer E. L. 
Kimble, New Orleans, were read and 


referred to the auditing committee. 
Secretary Petrie reported a gain in 
membership in the rural districts and 
Treasurer Kimble reported a substan- 
tial cash balance in the bank. 

President Lawton reported at length 
regarding the activities of his office, 
thanking the officers and members for 
their assistance during the year. At 
the conclusion of the president's report, 
a motion was unanimously adopted 
thanking him for his work. 

Ray T. Craft, chairman of the audit- 
ing committee, reported that the books 
and records were in excellent condi- 
tion and that, although the present 
officers had taken over the association 
when it was in debt, all bills are now 
paid and there is a cash balance. 

A telegram from National President 
Calnan, Chicago, extending the best 
wishes of the National Association was 
received and read. 

Addresses were made by the follow- 
ing: L. C. DeLeon, past president; 
Harry Fremaux, manager, New Orleans 
branch, Standard Sanitary Manufactur- 
ing Co.; Walter Grant, Sloan Valve Co., 
Chicago, Ill.; John Mahner, Hoffman 
Gas & Electric Heater Co., Louisville, 
Ky.; George Dooty, Plumbing & Heat- 
ing Selling Co., Inc., New Orleans; 
Wilton Ellia, nonassociation member of 
the local code committee, and James 
O’Neil, sanitary engineer for the Lou- 
isiana State Board of Health. 

At mid-day, a luncheon was served 
the delegates at Tujagues Restaurant, 
opposite New Orleans’ famous French 
Market. Delegates from out of the city 
of New Orleans were the guests of the 
New Orleans association on a boat ride. 





Bronx Masters Hold 
Annual Beefsteak Dinner 


The annual beefsteak dinner and 
dance of the Association of Master 
Plumbers, Bronx Branch, Inc., was held 
recently at the association rooms in the 
Bronx, New York City. 

Approximately one hundred persons 
were on hand to enjoy the luscious 
steaks and other food. Dancing was a 
popular amusement. 

Many representatives of the manu- 
facturers, wholesalers and trade press 
were on hand to mingle with the mem- 
bers of the association. 

S. G. Arnone headed the committee in 
charge of the affair. Frank R. Roth, 
president of the association, was on 
hand early to welcome the members and 
visitors. 


- 
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Oregon Masters Hear About 
Successful Legislative Work 


States Plumbing Code Has Been Improved 


Jack Aschenbrenner, 


Portland, Ts 


Elected President of State Association. 


The thirty-fourth annual convention 
of the Oregon State Association of Mas- 
ter Plumbers was held May 17 and 13, 
in Marshfield, on Coos Bay and the sea- 
shore of the Pacific. Perfect spring 
weather welcomed the delegates, mak- 
ing the week-end an enjoyable one, and 
one that will linger long in their mem- 
ories. 
Legislation sponsored or endorsed by 
the association passed by this year’s 


Oregon legislature pertaining to the 
plumbing industry, and the progress 
made under the NRA plumbing con- 


tracting code were matters discussed at 
length in the three business sessions 
of the convention. John Milne, The 
Dalles, president of the association, pre- 
sided over the meetings. 

Jack Aschenbrenner, Portland, 
elected president of the state associa- 


was 


tion for the ensuing year. Other offi- 
cers elected were: Tom Schroeder, 
Marshfield, vice president, and Fred 
Van Hoomissen, Portiand, treasurer. 
The president will appoint the secre- 
tary. 


A committee consisting of EK. O. Pratt, 
Salem; A. L. Williamson, Eugene, and 
Charles Fullman, Portland, was ap- 
pointed to procure a suitable gift for 
John Milne as a token of appreciation 
for his services as president. 

The following convention committees 
were appointed: 

Credentials: C. C. McCoy, Portland; 
D. H. Savage, Marshfield and Theodore 
M. Barr, Salem. 

Auditing: E. O. Pratt, Salem; H. H. 
Colliver, Portland and A. J Eberhart, 
North Bend. 


Charles Fullman, Port- 
Portland 


Resolutions: 
land; Jack Aschenbrenner, 
and William Schroeder, Marshfield. 

Publicity: A. L. Bick, Marshfield; J. 
S. Chambers, Marshfield and George W. 
Melville, Empire. 

Sergeant-at-Arms: A. L. Kuntz, Port- 
land. 

James Wash., na- 


Smyth, Spokane, 





Chambers, D. H. 
Savage and Al Bick, Marshfield hosts 


Left to right: J. S. 


tional director for the states of Oregon, 
Washington, Idaho and Montana at- 
tended the convention and brought 
greetings from John J. Calnan, Chicago, 
president of the National Association 
of Master Plumbers. 

John Milne, in his president’s report, 
related the successful work done to im- 
prove the state of Oregon's plumbing 
code at the legislature. Master plumb- 
ers will now pay a yearly registration 
fee of $10, instead of $5. Ali funds col- 
lected from this source will be used on 
needed inspection work over the state 
outside of incorporated towns or cities 
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Left to right: Jack Aschenbrenner. 
Portland, state president; William 
Fulman, Panama Canal Zone, visitor: 
Charles Fullman, Portland: William 
Schroeder, Marshfield, state vice pres- 


ident: Kenneth Murhard. Portland: 

Chris Murhard. Portland. and Fred 

Van Hoomissen, Portland, state 
treasurer 

Where there is no adequate local in- 


spection service 

plumbing law 
office of the 
state commissioner of labor to the Ore- 
gon State Board of Health. State sani- 
Carl super- 
Vise at least one full-time state plumb- 


Administration of the 


is transferred from the 


tary engineer, Green, will 
ing inspector. 
Walfred Shuholm, 


representative for the 


Portland, business 
journeymen 
plumbers and steam-fitters, explained in 
detail the 


legislature 


criminal law passed at the 


sponsored by the journey- 


and endorsed and sup- 


This 
Journeymen 


men plumbers 


ported by the master plumbers. 


‘The 
examination 


law is known as 


Plumbers and License 
Law.” 

A state board of examiners consisting 
of one master plumber. one journey- 
appointed 

has full 


examinations 


man plumber and one layman 
by the 


state board of health, 


responsibility for holding 


and issuing a certificate of ¢ ompetency 
which is now mandatory for all jour 
neymen plumbers working in towns 


throughout the state with a population 
The cost of the exami 


Of 250 oO! 


nation 1s ee 


More 
certificate of 


costs $] 


and the 


competence, renewable yearly, 


a year. Provision is made in the law 
for revocation of this license for cause 
The law further requires that all ap- 
prentices file with the state board of 
health a registration blank 

Walter J. Widmer, chairman of the 


NRA plumbing 


compliance committee, 


state contracting code 


vav © <i detailed 
account of the progress made in Oregon 
on code work. 

unanimously approved, 
Arthur 


Portland, be appointed state 


A resolution, 
recommended that Farrell, 
plumbing 
inspector 

Another resolution, which was re 
quested by James Smyth, national direc- 
recommended the naming of an 
man for 
resolution, the 
name of Walter J. Widmer. 

Entertainment con- 
vention included a fifty mile trip Friday 
afternoon for the beautiful 
Shore Acres, a large estate overlooking 
party 
seafood banquet 


tor. 
director By 
offered the 


Oregon national 


convention 


features of the 


women to 


the ocean, a theater and bridge 


Friday evening and a 
Saturday evening. attended by over one 


hundred persons, at lovely Sunset Cove 


on the beach. 
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Left to right: Harry A. Saeger, Allentown, state president; Henry O. Heiser, Williams- 

port, vice president; William A. Schneider, Scranton, retiring president; Walter C. 

Williams, Wilkes-Barre, national director, and James H. Lally, Olyphant, retiring 
secretary 


Saeger Elected President 


of Pennsylvania Group 


Association Holds Lively Convention in Har- 


risburg. 


Schneider Says Nonenforcement of 


Code Is to Blame for Membership Loss 


The forty-first annual convention of 
Pennsylvania State Association of Mas- 
ter Plumbers was held May 20, 21 and 
22 at Harrisburg, Pa., with President 
William A. Schneider of Scranton in 
the chair. 

The following officers were elected 
for the ensuing year: Harry A. Saeger, 
Allentown, president; Henry O. Heiser, 
Williamsport, vice president; and John 
Saeger, Allentown, secretary. 

The board of directors are: James 
McStay, Philadelphia; Thomas F. Scan- 
lon, Pittsburgh; retiring state presi- 
dent William A. Schneider, Scranton, 
and retiring state secretary James H. 
Lally, Olyphant. 

The following convention committees 
were appointed by President Schneider: 
Resolutions: Robert H. Pflug-Felder, 
George F. Winston, and R. A. Bur- 
lingame. Credentials: Carl J. Forve, 
Sol B. Litman, and Horace White. 
Nominating: Walter CC. Williams, 
Charles Wachter, and Walter Sharako. 
Convention City: George M. Hicks 


George Ethridge, and Thomas F. Scan- 
lon. Auditing; Norbert Corigan, Albert 
M. Showers, and Abel Tennant. 

President Schneider then introduced 
Mrs. James H. Lutz, Jr., Harrisburg, 
chairman of the women’s committee, 
who, after welcoming the women, told 
of the plans for entertainment. 

The roll call of past presidents was 
next and the following responded: 
David S. Sanderson, Frank J. Hanley, 
Charles Will, Gregory Drummond, Wal- 
ter C. Williams, E. D. Swoyer and 
James H. Lutz, Jr. 

President Schneider gave his report 
of the events during the past year. 
“Our code, having been signed June 4, 
1934, the establishment of local com- 
pliance boards was of major impor- 
tance, but the work did not progress 
rapidly due to many reasons. However, 
I consider the work as a whole suc- 
cessful, even though the entire state 
wasn’t covered by local compliance 
boards.” He congratulated the mem- 
bers who served on the boards for 
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their many honest and sincere efforts. 

“The Recovery Act, Code of Fair 
Competition, National Legislation, State 
Legislation, the nearly Five Billion 
Dollar Work Relief Bill, F.H.A., to- 
gether with the usual state office de- 
tails all are important and every effort 
has been made to give consideration 
to each with the hope that the ulti- 
mate results would be of value to this 
association and this industry.” 

Mr. Schneider then spoke on mem- 
bership: “I have the greatest regard 
for the growth and stability of this 
state association and I feel our efforts 
must be directed along such lines as 
will benefit the greatest numbers. I 
had the pleasant experience of seeing 
the membership of this association in- 
crease during my first term of office 
and I regret to state that it has been 
a sad experience to see the member- 
ship decrease during this term of 
office.” 

President Schneider further remarked 
that he was quite positive that the de- 
crease in membership can be attrib- 
uted directly to lack of federal enforce- 
ment of the plumbing code. 

“This situation resolves itself into 
just one thing insofar as associations 
are concerned. We cannot continue to 
urge voluntary compliance from our 
members, only to suffer a membership 
loss. 

“With this thought in mind,’ Mr. 
Schneider further remarked, “I wish 
to embody in this report a resolution, 
a copy of which has been mailed to 
the general membership, so that they 
might have time to give consideration 
to the approval or disapproval to the 
same.” 

Following President Schneider’s re- 
port, the report of Vice President 
Saeger was read and approved. This 
paper was short and dwelt on associa- 
tion activities throughout the state. 

Secretary Lally’s report was also 
read and accepted. 

The auditing committee’s report was 
read and received. 

John H. Miller, Harrisburg, reported 
for the legislative committee on a bill 





First group: George Schuler, secretary of Allentown association; S. F. Nichol (kneeling), Washington, Pa.; L. E. O’Neil and 
William Wandel, both of Greensburg; S. M. Feight, Jeannette; R. S. Beck, Harrisburg; Alph Tennant, Washington. Second group: 
William C. Stranaghan, Upper Darby; E. N. Sharp, president, and A. J. Abel, secretary, both of Philadelphia Suburban association; 
Joseph W. Green, Ardmore; George Sykes, Upper Darby. Third group: delegation from the New Jersey association, including 


John J. Corcoran, John G. Sharrock, Secretary Lester Wade, Albert 


F. Ruehl and President Edmund P. Ingram (center); and 


E. D. Swoyer, Allentown, past president of Pennsylvania association 
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Why is Temperature 
Relief necessary? 


No so-called pressure 
relief valve can prevent 
the generation of steam 
in a water heater, under 
all operating conditions. 
In a _ closed system, 
pressure relief is neces- 
sary to provide for the 
natural increase in the 
volume of water when 
heating, but this pres- 
sure relief is not in itself 
sufficient to prevent se- 
rious trouble, should the 
water temperature con- 
tinue to rise. 





fr_.. Pressure Control 


RRS SENET es oe OEE Re RE Re RRR 


To be absolutely sure, 
it is necessary to pre- 
vent the temperature of 
the water reaching a 
point where (at the 
pressure within the 
tank) steam can be gen- 
erated. Under certain 
conditions, this can hap- 
pen even with so-called 
pressure relief. 





In principle and in de- 
sign the Lovekin tem- 
perature controlled 
valve operates. unfail- 
ingly when the tempera- 
ture condition becomes 
dangerous, no matter 


what the pressure con- 
ditions might be. 
Send for Literature de- : 





Thermal Control 





scribing our Complete 

Line of Safety Devices 

for Domestic Water 
Heaters 





Kitson Com- 
pany are the 
sole manu- 
facturers of 
Emergency 
Relief Valves 
under Love- 
kin patents. 








Kitson also manufac- 
tures Ground Key Stops 
for Gas and Water — 
and Brass Plumbing 


| Products. 
KITSON COMPANY 





261 No. BROAD ST 


PHILADELPHIA PA. 
“Established 1897" JARECKI MANUFACTURING CO. Erie, Pa. 
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Top row, left to right: S. J. MacMullen, Williamsport; Sam Hoff, Lycoming Supply Co., 
Inc., Williamsport; Abner C. Bitting, Jersey Shore; Fred Rodgers, MeKees Rocks; 
George McMurray, Pittsburgh; F. J. Hanley, president of Pittsburgh association; 
Joseph Snyder, Pittsburgh; M. W. Hunter and Robert Barrett, both of Philadelphia. 
Center row: J. A. Ressler and C. K. Will, both of Lancaster; James McStay, director, 
Howard Smith, Edw. Quaid, Walter Raid and Edw. Rinear, all of Philadelphia. 
Bottom row: Carl V. Wenzel and M. J. McHale, both of Scranton; John H. Miller, 
secretary, and John Newcomb, president, both of Harrisburg association; Mrs. and Mr. 
Charles E. Gawne, national secretary, Chicago; D. Gregory and E. H. Semprini, both 
of Allentown 


now before the House of Representa- 
tives in Harrisburg. 

Chas. E. Gawne, national secretary, 
was next to speak and outlined in brief 
the activities of the National Associa- 
tion and urged members to become 
“more active in politics which in turn 
can help to put more publicity behind 
all we are trying to do.” He also urged 
the ladies to talk up their husbands’ 
business for better plumbing in depart- 
ment stores, hotels, etc. 

He spoke of the cross connections 
found in government buildings in Wash- 
ington, D. C., and added that Senator 
Copeland has promised to take an ac- 
tive part in correcting this condition. 

“Publicize your business,’ was his 
closing word, with the added remark 
that he would like “to have every mem- 
ber known as a sanitary engineer for 
the plumber protects the health of the 
nation.” 

At the afternoon session F. J. Han- 
ley of Pittsburgh, director of the state 
association, told of the activities of his 
section. How his territory was follow- 
ing out the wishes of the state officers 
as far as possible. 

Walter Raid, Philadelphia, state di- 
rector, also spoke briefly on association 
matters and urged each man to do his 
part to help our business and our 
organization. 

Richard J. Hill, FHA Philadelphia 
district, told of the FHA work and its 
plans and how all could benefit, if they 
would take advantage of the oppor- 
tunities it offered. He cited facts and 
figures to back up his statements and 
how it will be the dream realized that 


the building industry has hoped for. 

Robert Dick, Lead Industries Bureau, 
spoke briefly on lead and its uses. 

Robert H. Pflug-Felder, chairman of 
the Resolutions Committee, read the 
resolutions that had been presented to 
the convention for action later, espe- 
cially President Schneider’s which was 
to be brought up for discussion later. 

Walter C. Williams, national director 
of Wilkes-Barre, spoke on association 
activities and on the National Associa- 
tion and what it was doing for every 
member. He mentioned the code and 
urged all to obey the laws. He also 
urged his listeners to take pride in 
their work and their association, boost 
it at all times and be active members 
in word and deed. P 

Secretary Charles E. Gawne then in- 
troduced National President John Cal- 
nan, who was enthusiastically received 
by the convention. 

In his address President Calnan told 
of the National Association, the Code, 
Work Relief Bill, and of the wonderful 
response from master plumbers all over 
the United States in sending to Sena- 
tors, telegrams and letters regarding 
this work Dill. 

Mr. Calnan told of his finding of 
cross connections in government build- 
ings, and also how forcible he had 
brought this to the attention of gov- 
ernment officials so that real action 
would be taken. 

President Calnan referred to an ar- 
ticle he read at the Central Supply 
Association meeting which was printed 
in DomMEsTIcC ENGINEERING. 

He remarked that the future of the 
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master plumber demands that we all 
join hands with the manufacturer and 
the wholesaler, who are interested in 
our success; have confidence and 
strength; that the government is mak- 
ing a study of Dtu and mail order 
houses regarding their sales methods. 

President Calnan asked all, who pos- 
sibly could do so, to attend the coming 
National Convention. Matters vitally 
important to our business will be dis- 
cussed there. He urged the delegates 
to cooperate, to have a bigger member- 
ship and assist the officers for the good 
of the cause. 

President Schneider responded an‘ 
pledged Pennsylvania’s support to the 
National Association. 

James H. Lutz, Jr., Harrisburg, read 
a report on state-wide code activities. 

John Sabin, director, and James Ar- 
thur told of what they had tried to do 
regarding code matters and how they 
had been discouraged by lack of en- 
forcement. 

After opening the session on Wednes- 
day morning, President Schneider 
called on Edward Meglathery of Beth- 
lehem for a short talk and he re- 
sponded with an appeal to work hard 
for what is our rights in the plumbing 
industry, to consider the other man 
and to follow the golden rule. 
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Top row, left to right: William B. Helder, 
Charles Wachter, John F. Reddig and 
J. Howard Fritz, all of Reading, and Wil- 
liam J. Harvey, Jones & Laughlin Steel 
Corp., Pittsburgh. Center row: James Lar- 
mette, American Brass Co., New York 
City; Charles Parkhouse, Pittsburgh and 
Robert Crowe, T. Turner and C. Halloway, 
of Philadelphia, all of Whitehead Metal 
Products Co. of New York, Inc. Bottom 
row: Elmer Lang and E. W. Green, both 
of Philadelphia, Joseph Gray, Pittsburgh, 
and M. W. Brewster, Philadelphia, all of 


American Brass Co. 
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Top row, left to right: Philip Hering, Jr., 

and Robert H. Pflug-Felder, both of Phila- 

delphia, and Otto L. Sonder, Williamsport. 

Bottom row: Thomas Scanlon, Pittsburgh, 

director, John V. Ertel and A. B. Hunt, 
both of Williamsport 


Howard F. Bronson, Department of 
Health of Pennsylvania spoke on health 
and sanitation and told of the impor- 
tant part the master plumber plays in 
public health and sanitation. 

E. L. Penfrase, former national sec- 
retary, was introduced and spoke on 
state and local codes and the proper 
installation of plumbing. 

At the afternoon session President 
Schneider asked Robert H. Pflug-Felder 
of Philadelphia to read fhe resolutions 
he had received so that action could 
be taken by the body as to whether to 
accept or reject them. Resolution No. 
1 was laid aside for discussion. Action 
was taken on resolutions Nos. 2 and 3, 
which were approved. They are in 
part as follows: 

Resolved that only members in good 
standing in the association be invited 
to take active part in future meetings. 

Resolved that all branches of the 
association be notified that questions 
for the question box should be sent in 
three weeks in advance of the mid-year 
meeting. 

Henry O. Heiser, Williamsport, chair- 
man of the legislative committee, spoke 
on Bill No. 1069 now before the Senate, 
pertaining to health and sanitary regu- 
lations regarding our business. He 
urged all men to be more active re- 
garding the enforcement of health 
measures. 

Dr. P. A. Rotherfuss, Pennsylvania 
State Deputy Secretary of Health, 
spoke of the relationship of the doctor 
and the plumber, and how good plumb- 
ing means good health. 

George Hicks, Philadelphia, spoke of 
the work the legislative committee had 
done, and a rising vote of thanks was 
given Mr. Heiser and Mr. Lutz. 
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President Schneider’s resolution was 
then read by Mr. Pflug-Felder. 

Howard Smith, Philadelphia, sug- 
gested and made a motion to accept 
President Schneider’s resolution in full 
except for the last paragraph. The 
heart of this resolution is that many 
provisions of the Code of Fair Com- 
petition cannot be effectively adminis- 
tered under the present set-up. 

This was put to a vote and accepted, 
with cheers from all. 

Allentown was selected as the next 
convention city, the exact date to be 
set later, but it will be in the third 
week of May, 1936. 

A vote of thanks was given to all 
who had helped to make the conven- 
tion a success, and a motion was made 
and carried that a suitable present be 
given retiring President William A. 
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Schneider for his capable leadership 
during the past two years. 

A stag party was held Tuesday night 
with the delegates as guests of the 
Harrisburg Association. This was fea- 
tured by Secretary Charles E. Gawne, 
told excellent stories, and 
by National John Calnan’s 
rendering of “The Isle of Capri.” 

Wednesday night the banquet was 
held with President Schneider as toast- 
master. Johnny Newkam and Peggy 
Newkam, son and daughter of the Presi- 
dent of the Harrisburg Association, 


who some 


President 


rendered several dances and 
Mrs. James Lutz and Mrs. Carl Went- 
zel rendered songs and George Lang 
of Zurn Manufacturing Company, sang 


Charles C. Grier 


songs. 


and played the piano. 
of Harrisburg also sang. 





Massachusetts Demands 
Unfair Competition Stop 


Delegates Voice Strong Protest Against 


Mal Order 


and D.t.u. 


Com petition. 


Philip Bailey Is Elected State President 


What started out to be a convention 
of average interest 
of the most. spirited, 
meetings the Massachusetts State Asso- 
ciation of Master Plumbers has held in 
The convention was held at Bos- 
It all came about be- 


developed into one 


most serious 


years. 
ton on April 30. 
cause a member from Lowell made some 
pointed and _ practical remarks con- 
cerning mail order house and direct-to- 
you competition. 

Wage rates naturally entered into the 
handling of the and this in- 
jected NRA into the discussion. The 
delegates spoke freely on the subject, 
and instead of adjourning at 5:30 p. m., 
as the convention generally does, it was 
nearly seven o'clock before the session 


subject 


was eventually brought to a_ close. 

The actual question back of this dis- 
cussion was this: Are the mail order 
houses, the direct-to-you houses and the 
banks actually taking plumbing con- 
tracts and thus competing directly with 
the established plumbing trade? The 
evidence presented by one after another 
of the Massachusetts leaders, was to the 
effect that each of these 
is to all intents 


three business 


groups and purposes 
actually in the plumbing business. 
Owing to the fact, however, that these 
three groups are not under the same 
code as the plumbing and heating 
trades, the competition from them had 
effect upon the 


industry, it 


deadly in its 
heating 


become 


plumbing and was 





Left to right: C. 


C. McCarthy, Boston, Whitehead Metal Products Co. of New York, 

Inc.. New York City; Leonard Hickman and Neils Jepsen, both of Newton; R. T. 

Thatcher, Fairhaven, past state president; H. S. Hammond, New Bedford, and J. Goldie, 
Boston, Whitehead Metal Products of New York, Inc., New York City 
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stated. There was an abundance of evi- 
dence, for instance, that these three 
classes of competition were paying 
plumbers anywhere from $0.50 to $0.75 
an hour, whereas the NRA required the 
master plumber to pay his employees 
$1.20 an hour. 

In addition, the board of directors of 
the state association was instructed to 





Franklin E. 


River, Mass., state secretary 


Darling, Fall 


appoint a committee of five, with power 
and with financial support, to investi- 
gate this subject thoroughly. 

According to Massachusetts tradition, 
John J. 
president, would have been the next 
state president, but Mr. Downey’s heavy 
duties as state executive for the NRA 
plumbing code made this impossible. 

The new state officers are Philip 
Bailey, North Scituate, president; John 
J. Downey, Boston, vice president; J. 
Preston Perham, treasurer; 
Franklin E. Darling, Fall River, secre- 
tary. 

The following were elected delegates 
to the national convention: Philip 
Bailey, North Scituate; Walter P. 
Bailey, New Bedford, and Leonard Hick- 
man, Newton. Alternates: Franklin FE. 
Darling, Fall River; Edward A. Elder, 
Amherst, and J. E. Swensen, Arlington. 

President Walter P. Bailey presided 
at the sessions. His report showed a 
dificult year successfully passed 
through. The NRA, he indicated, was 
one of the chief difficulties. Even under 
unusual stress, however, the association 
ends its year’s work with a net gain in 
membership of fifty-two, with two new 
local associations organized and with 
several other locals close to that point. 

Prominent mention was made of the 
efforts during the year which have re- 
sulted in a joint cooperating organiza- 
tion of the master plumbers of the state 
and the state organization of plumbing 
inspectors. 

Franklin E. Darling, state secretary, 
reported that eight meetings of the 


Downey, Boston, state vice 


Boston, 
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board of directors were held, and indi- 
cated that ten members had a perfect 
attendance record at these meetings. 

The treasurer’s report by J. Preston 
Perham, showed that the association is 
in sound financial condition. 

An indication of the earnest effort 
being made to strengthen the state or- 
ganization is the fact that the mailing 
list contains 4,000 names. The state as- 
sociation has been contacting each of 
these persons during the year. 

Robert Dick of the Lead Industries 
Association, addressed the convention 
in the interest of a return to lead in 
plumbing operations. His campaign is 
carried on with the master plumber, the 
journeyman and the plumbing inspector, 
with the particular object of getting 
lead back into the plumbing codes of 
the country. 

Later in the day, the convention 
adopted resolutions pledging its efforts 
to the restoration of lead work in 
plumbing installations. 

A number not on the official program 
was an inspirational address by Joseph 
J. Crotty of The Central Foundry Com- 
pany. 

Another extemporaneous address was 
that of Richard J. Welch, Lowell, chair- 
man of the National Scholarship Com- 
mittee. He pointed out that due to re- 
stricted finances, no scholarship ap- 
pointments had been made since 1931, 
but that two appointments will be made 
to Carnegie Institute of Technology this 
year, with four holders of these scholar- 
ships being graduated from that well 
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known institution in June of this year. 

P. W. Donoghue, Boston, national di- 
rector, spoke at considerable length at 
both the morning and the afternoon 
sessions. His remarks were directed 
chiefly to efforts of the national asso- 
ciation toward the solution of several 
vital problems of the industry, such as 
direct-to-you competition, mail order 
house competition, the strengthening of 
plumbing codes and their enforcement, 
the NRA and the FHA. Special atten- 
tion was given to efforts in support of 
the established method of distribution, 
namely, manufacturer to wholesaler to 
contractor to consumer. 

The legislative committee, through 
its chairman, James G. Gillespie, Bos- 
ton, delivered a detailed report on its 
activities during the past year. 

The delegates requested the incoming 
administration to appoint a committee 
to contact the plumbing and heating 
wholesalers of Massachusetts in order 
to promote a closer relationship  be- 
tween wholesalers and contractors. 

There was some discussion as to the 
advisability of resuming the annual 
short course which was sponsored for 
a period of five years by the state asso- 
ciation and by the Massachusetts Insti- 
tute of Technology. It was indicated 
that this educational activity may be 
revived. 

All activities of the convention were 
carried out at the Copley-Plaza Hotel, 
including the social activities, the 
luncheon at noon and the evening ban- 
quet and entertainment. 





Florida Holds Annual 
Convention at Orlando 


The fourteenth annual conVention of 
the Florida Association of Master 
Plumbers and Heating Dealers, Inc., as- 
sembled in Orlando, May 6 and 7. The 
various sections of the state were well 
represented, approximately 150 mem- 
bers and guests being present, and also 
many women. 

An important feature of the conven- 
tion from a business standpoint was 
the board of directors meeting held on 
May 5 and presided over by President 
Foster R. Fanning, Winter Park. The 
following persons attended this meet- 
ing: J. R. Blais, vice president, Day- 
tona Beach: E. McCullough, N. W. Dis- 
trict vice president, Pensacola; H. B. 
Perryn, S. W. District vice president, 
Tampa; Robert Engstrom, treasurer, 
Jacksonville, and T. H. Thompson, sec- 
retary, Jacksonville. 

The state legislative committee met 
in conjunction with the board of di- 


rectors and reported on the Plumbers’ 
Industries Bill, which is now before 
the state legislature. 

A press committee was appointed by 





Left to right: Joe Blais, Daytona Beach, 
state vice president and Foster R. Fan- 
ning, Orlando, president 
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the board of directors for the purpose 
of supplying the trade business papers 
with information concerning activities 
in the plumbing and heating industry 
in Florida. 

The opening session of the conven- 
tion was called to order on May 6 at 
the Chamber of Commerce Building by 
President Fanning. The visitors were 
welcomed to Orlando by Wayne Gray, 
city commissioner, the response being 
made by J. R. Blais of Daytona Beach. 

The following officers were elected 
for the ensuing year: Foster R. Fan- 
ning, president, Orlando; J. R. Blais, 
vice president, Daytona Beach; Jake 
Burkhard, secretary, Daytona Beach, 
and Harry Pepper, treasurer, Jackson- 
ville. 

Foster Fanning was elected delegate 
to the national convention, with Rob- 
ert Engstrom as alternate. 

It was voted to hold next year’s con- 
vention in St. Petersburg. 

The women attended the opening 
session and Mr. Blais stressed the im- 
portance of the women’s auxiliary in 
the plumbing and heating industry. 

D. A. Mayfield, Jacksonville, past 
state president and national director, 
also stressed the importance of the 
auxiliary to the plumbing industry. 

The following past state presidents 
introduced: Walter Edelblood, 
George McGann, Tampa; 
Freeman Moss, Miami; Fred Quinlan, 
St. Petersburg; Harry Pepper, Jack- 
sonville and D: A. Mayfield. 

Robert Engstrom, Charles Ewing, 
Henry Griggs and E. McCullough de- 
scribed business conditions in their 
localities as improving. 

Robert J. Barrett, executive director 
of the divisional cod? authority, plumb- 
ing contracting division, described in 
considerable detail the situation per- 
taining to the NRA plumbing code. 

Mr. Barrett spoke briefly of the ar- 
tivities of the National Association of 
Master Plumbers, of which he is a past 
president, and told of the constructive 
work that has been carried on during 
the past National President 
John J. Calnan of Chicago. 

D. A. Mayfield was the official repre- 
sentative at the convention for the 
National Association of Master Plumb- 
Mr. Mayfield spoke at some length 


were 
Fort Myers; 


year by 


ers. 
on the activities of the National As- 
sociation of Master Plumbere and 


urged those present to lend their sup- 
port to the organization. He described 
the work of the national legislative 
committee in connection with the $4,- 
880,000,000 work relief bill enacted re- 
cently by Congress. 


The report of State President Fan- 
ning was read and accepted. F. P. 
Moss and Robert Engstrom told the 


convention of their experiences as dele- 
gates to the national convention. 
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Missouri Masters Hold 
Convention in Kansas City 


-_, 


The fifty-first annual convention o 
the Missouri State Association of 
Master Plumbers was held on April 29 
and 30 in Kansas City at the Hotel 
Muehlebach. It was one of the most 
successful conventions held in severai 
vears, both in the point of attendance 
interest of members in 
due in no small 


and in the 
questions discussed, 


part to an extensive program of speak- 
out-of-town 


ers. Many guests were 





Edw. Monteath. St. 
Louis, new state pres- 
ident 


present as well as a sizable delegation 
from the Kansas Master Plumbers Aa- 
sociation. 

State President J. S. 
sas City presided at the 


Levene of Kan- 
convention. 


The officers elected for the coming 
year are: Edw. Monteath, president, 
St. Louis; W. T. Conroy, first vice 
president, Kansas City: R. C. Hunt, 


second vice president, Kansas City; J. 


F. Corrigan, treasurer, St. Louis; E. H. 
Ost, secretary, Kansas City 

The board of directors for the eu 
suing year will be composed of F. J 
Murphy, chairman, St. Louis: J. H 
Boyd, Springfield: C. L. Kennedy, St. 


Joseph, and H. B. Schulte, Joplin. 
The opening ceremonies of the morn 
ing session on the first day 
marked by an address of welcome by 
Mayor B. B. Smith, and response by 
R. H. Drussa, president of the Spring- 
field association. Mrs. E. D. Hornbrook, 
founder and first president of the Mis- 
souri State Women’s Auxiliary, also 
delivered an address of welcome. Mrs 
Henry Bartosch, president of the Mis- 
souri Auxiliary, spoke in behalf of the 
women's organization, followed by the 
introduction of guests. 
National President John J. 
Chicago, was the first of an 
ing group of speakers to address the 
convention His opening remarks 
touched on code matters and he stated 
that the code had generally benefited 
the industry as significantly shown by 


were 


Calnan, 
interest- 


the fact that the mail order houses 
and the D.t.u.’s are registering numer- 
ous complaints Outlining 
the National Association's most impor- 
tant activities, Mr. Calnan gave three 
points as the most urgent before the 
industry: (1) to secure a fair share of 
the recovery dollar for the plumbing 
industry; (2) to attempt 
from the gov- 


against it. 


and heating 


to secure some relief 
ernment’s direct entry into the plumb- 
and (5) to 
would eventually lead 


me- 


ing and heating business, 
take action that 
to the separation of contracts for 
chanical construction. 

Mr. Calnan told of his efforts to- 
wards the stabilization of the distribu- 
tion system, pointing out that a united 
front between the manufacturer, the 
wholesaler and the master plumber had 
been at least partially effective, citing 
the fact that the mail order companies 
D.t.u criticized the 
industry 
Washington 
organization. 

Concluding his 
Calnan touched on 
tional Association 
the strengthening of existing plumbing 


houses have 
before the 


through 


and 
government in 
their cooperative 
President 
other Na- 
including 


address, 
several 
matters. 
between master 


laws, the relations 


utilities and 


public 


plumbers and the 





J Ss. Levene. Kansas 
City, retiring state pres- 
ident 


asked for a 
National 


with the associa 


the FHA In 
large attendance at the 
vention to cooperate 


closing he 


Con 


tion's desire to impress on the country 
the importance of the National 
of Master Plumbers 

J. Lawrence De Neille, 
the Heating, Piping and Air Condition 
National Association, 
expressed optimism for the outlook of 


AS8O- 
ciation 
president of 


ing Contractors 


the industry and asked for closer co 
operation to maintain gains already 
made. 

William T. Galloway, Kansas (‘ity 


plumbing supervisor, outlined conditions 


in the city end was followed by Dr. 
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Group of delegates and guests attending the annual convention of the Missouri State Association of Master Plumbers 


George Knappenberger of the Kansas 
City Board of Health, who spoke on the 
amebic dysentery epidemic. Doctor 
Knappenberger told of the close rela- 
tionship between the master plumber 
and public health. 

W. B. Talbott, manager Baker Mfg. 
Company, Kansas City, spoke on the 
importance of the close relationship of 
the wholesaler and the plumber. E. L. 
Penfrase, of the Copper and Brass Re- 
search Association, traced systems of 
water distribution from early days to 
the present in an interesting talk. 

On Monday evening an elaborate 
banquet was served in the hotel and 
attended by a large number of mem- 
bers together with the ladies. 

Following reports of the officers and 
the annual election, Robert J. Barrett, 
Washington, D. C., executive director 
of the divisional code authority, d-- 
scribed his work in Washington, anti 
the efforts to obtain enforcement of 
the code. 

H. F. Beglen, vice president, Stand- 
ard Sanitary Mfg. Co., Chicago, told 
of the increased business created by 
the FHA and pointed out that the low- 
ered prices of manufacturers had pro- 
duced good results by helping master 
plumbers to meet outside competition 
With the contractor on an even basi; 
with competition, the job of selling is 
placed squarely on his shoulders and 
increased volume in staple lines has 
already proved that he has taken up 
the job creditably, Mr. Beglen said. 

Maj. C. C. Anthony spoke on “The 
FHA and the Plumbing Industry.” 
Major Anthony described the success 
of the FHA and remarked that the 
measure had opened up possibilities 
that had been barely scratched as yet. 
He pointed out that as conditions im- 
proved, more and more potential bor- 
rowers were created, who at the same 
time were potential prospects for 
plumbing and heating products. He 
asked, in closing, that more stress be 
laid on Title 2 of the FHA, asserting 
that in many cities, an actual shortage 
of homes existed, 


Kentucky Masters Elect 
John E. Kennedy President 


The Kentucky State Assoviation of 
Master Plumbers held its fifty second 
annual convention on May 13 and 14 
at the Phoenix Hotel, Lexington. After 
the invocation by Rev. J. Archer Gray, 
Paul Morton, city manager of Lexing- 
ton, welcomed the visitors. 

Officers elected for the ensuing year 
are as follows: John E. Kennedy, Cov- 
ington, president; Robert A. Layer, 
Louisville, vice-president, and O. H. 
Mitzlaff, Louisville, secretary-treasurer. 

A resolution was adopted thanking 
the state board of health for its close 
co-operation with the master plumb- 
ers’ association. The convention also 
adopted a resolution pledging its efforts 
to the restoration of lead work in 
plumbing installations. Resolutions of 
condolence were adopted on the deaths 
of Charles Balmeier, Harry Hack and 
Henry Koehler. 


CONVENTION COMMITTEES 


The following committees were ap- 
pointed by State President A. D. Bur- 
ger, Louisville, to handle the work of 
the convention: Resolutions: William 
McShane, Glasgow: E. R. Hinkle, 
Louisville, and Gilbert Norcutt, Hen- 
derson. Auditing: A. F. Hirsch, Louis- 
ville; F. H. Tice, Lexington, and John 
E. Kennedy, Covington. 

National President John J. Calnan 
telegraphed his greetings to the con- 
vention. 

E. B. Kleine, director, represented the 
National Association of Master Plumb- 
ers, at the convention. He lauded 
President Calnan for his splendid work, 
and stressed the importance of close 
cooperation between all branches of the 
industry. Mr. Kleine paid tribute to 
Kentucky's state president for his co- 
operation with the National Asso- 
clation. Mr. Kleine also told of plans 





for the national convention and asked 
that a large delegation attend from 
Kentucky. 

Mr. Bomar of the Standard Sanitary 
Mfg. Co., Pittsburgh, Pa., emphasized 
the advantages of the FHA and urged 
those present to use every means to 
secure business under this program. 

Theodore Duerr, Belknap Mfg. Co., 
Bridgeport, Conn., emphasized the mat- 
ter of plumbing replacement possibili- 
ties for increased business under the 
FHA program. 

Mr. Bush, The John Douglas Co., Cin- 
cinnati, Ohio, and Mr. Morris, Crane 
Co., Chicago, also spoke on the busi- 
ness getting possibilities offered by the 
FHA movement. 

Fred Perkins, state plumbing inspec 
tor, state board of health, spoke on the 
close relationship between the master 
plumber and public health. He ap- 
pealed to the members of the Kentucky 
association to adhere strictly to the 
state plumbing code. 

Carl C. Spies, Louisville, reported 
for the Joint Sanitary Board, explain- 
ing that this organization consists of 
master plumbers and  journeymen 
plumbers banded together for the pur- 
pose of enforcing the plumbing laws. 
He also outlined the work being done 
by this board. 

Harold Wilson, instructor in the 
Ahrens Trade School, Louisville, spoke 
on training in the plumbing and heat- 
ing industry. He told of the value of 
such training both to the individual 
and the industry. He pointed out that 
the master plumber is paying for this 
training service through taxation and 
should take advantage of it by sending 
his apprentices to the school. Mr. Wil- 
son also stated that it would be well 
for the master plumber to attend the 
evening sessions in order to become ac- 
quainted with new developments. 
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Connecticut Masters Hold 
Convention 1n Hartford 


The forty-fifth annual convention of 
the Master Plumbers’ Association of 
Connecticut was held on May 8, in Hart- 
ford. The state board of directors pre- 
sented to the convention a series of 
resolutions embodying its decisions on 
major topics, involving the NRA and 
direct-to-you and mail order house com- 
petition. 

The following members were elected 
to office for the ensuing year: D. J. 
Burns, Wallingford, president; Benja- 
min H. Jessup, Stamford, first vice 
president; H. H. Iffland, Torrington, 
second vice president; John Olayas, 
Wallingford, secretary; Philip J. Brown, 
Middletown, treasurer, and J. M. For- 
ger, Norwalk, financial secretary. 

President I. B. Skau, Hartford, called 
the convention to order and—after the 
usual preliminaries, including a _ wel- 
coming address by J. Watson Beach, 
mayor of Hartford—delivered his an- 
nual report. 

Enforcement of the code, he said, had 
proved extremely difficult, due largely 
to the wage scale problem. Hope of 
a satisfactory solution had been dis- 
sipated through the refusal of labor to 
cooperate and through labor’s active 
opposition to change, Mr. Skau said. 

Mr. Skau’s report indicated there had 
been some slight loss in membership, 
but that the association's finances were 
in excellent condition. 

Cooperation of the association and 
the gas and electric public utilities of 
the state were remarkably effective in 
promoting the sale of gas appliances. 
In the three years that the two indus- 
tries had worked together, there had 
been an increase of 2,000 per cent in 
the amount of sales of gas appliances 
by the plumbing trade of the state. 

The finances of the plumbing code 
authority of the state spoke for 
themselves —total bills against the 
plumbing trade of the state being 
$9,860.00 and receipts only $1,760.00. 

The secretary's report, presented by 
Robert Davidson, dealt with the rou- 
tine work of the Board of Directors 
who had held eleven meetings during 
the year. 


George Wigglesworth, treasurer, was 
able to report something over $2,200.00 
on hand, with all bills paid. 

In Connecticut for several years past, 
one of the live issues has been the 
fine cooperation there has been be- 
tween the gas and electric public utili- 
ties with the master plumbers’ asso- 
ciation. This accounts for some of the 
features of the address of John Clark 
of the Stamford Gas and Electric Co, 
of Stamford. 

He pointed out that from 1926, when 
the cooperative plan first was entered 
into, everything had been favorable to 
the venture. There had been great 
improvement and lowered cost of 
nearly all appliances; this had affected 
the house heating field most favorably, 
and this field had been still further 
favored by a new state-wide low rate; 
the price of oil had during this time 
been upward, whereas gas and elec- 
tricity had been downward, which was 
another favorable feature. 

Mr. Clark emphasized that there was 
a very definite place in this field for 
the plumbing trade, and that the Con- 
necticut public utilities companies were 
cooperating in every way, including 
even financing arrangements, also by 
advertising and radio publicity. 

At this point, P. J. Brown, acting 
for a special committee of the Asso- 
ciation, presented a set of resolutions 
and an appropriate gift to George 
Jaquet, field agent for the Plumbers’ 
Utility Committee, who is now relin- 
quishing this position for one with the 
Connecticut Light and Power Co. 

Actual results accomplished in the 
Connecticut Utilities field appeared 
later in the report of C. A. Hjerpe for 
the Master Plumbers’ Utility Commit- 
tee. 

He reported the following figures: 


Year Sales by Plumbing Trade 
ae ere ae $ 68,000 
aE SESSETE nag ap earns mae 133,000 
iiss ke nacht 238,000 


It was also pointed out that during 
1934 the plumbing industry of Connec- 
ticut had received from public utilities 
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Left to right: D. J. Burns, Walling- 

ford, state president; Benj. H. Jessup, 

Stamford, first vice president; Philip 

J. Brown, Middletown, treasurer; John 

Olayas, Wallingford, secretary, and H. 

H. Iffland, Torrington, second vice 
president 


companies $69,000 in commissions. 

In this connection, later in the day, 
a resolution was adopted to the effect 
that the association do all possible to 
stimulate increased participation by its 
members, in the cooperative sales plan 
of the utilities companies wherever it 
may be in operation. 

The presence of four of the Massa- 


chusetts State Association leaders 
added greatly to the pleasure of the 
occasion. These included National 
Director P. W. Donoghue, President 
Philip Bailey, Vice President John J. 
Downey and Treasurer J. Preston Per- 
ham. 


All four were called on for remarks 
and these were of a most helpful char- 
acter, 

In the remarks of National Director 
Donoghue, he alluded to the constantly 
improving relations nationally, _ be- 
tween the plumbing industry and the 
public utilities companies. 

Competition with other 
distribution was discussed by the dele- 
gates and the new administration was 
requested to study such 

One cf the interesting features of 
the convention was the address by 
General Sanford Wadhams of Torring- 
ton, Conn, on “Prevention of Pollution 
of Streams.’ He pointed out that years 
ago Connecticut was seventy-five 
cent rural, whereas, now the figures 
are reversed and only twenty-five per 
cent of the people are in the country 
He spoke of two kinds of stream pollu 
tion, industrial wastes and 
sewage. Particular emphasis was given 
to the great financial cost to Connec- 
ticut of stream pollution, land damage, 
destruction of shellfish industries, pol- 
lution of beaches. Due principally to 
pollution, the Connecticut oyster trade 
in recent years had dropped from 
$10,000,000 to $3,000,000 per year. Be- 
cause of stream pollution, cities in the 
state are having constantly to go fur- 
ther away for a safe water supply, and 
this results in higher water rates. 

J. B. O'Reilly, of the Richardson 
& Boynton Company, New York City, 
spoke on Winter Air Conditioning. He 
made a strong point of the fact that 
air conditioning is the redemption of 
the plumbing and heating business 

Memorial services for members of 
the association who died during the last 
year were conducted by Rev. N. L 
Larsen of Hartford. These members 
were Horace Nash, South Norwalk, and 
Joseph E. Murray, Hartford. 
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Left to right: W. A. Griner, director; L. 


P. Phillips, director; C. L. Lee, director; 

J. J. MeDevitt, retiring president; L. 5S, Starnes, director; W. K. Prause, president; 

T. W. Tompkins, secretary-treasurer; F. J. Mappus, director, and Thomas Chilton, 
director, all of South Carolina M. P. A. 


South Carolina Masters 
Hold First Convention 


The first annual convention of the 
South Carolina Master Plumbers’ Asso- 
ciation was held at Anderson, N. C., on 
May 14, a temporary organization hav- 
ing been effected at Charlotte, N. C., in 
December, 1933, and a permanent or- 
ganization in Columbia last June When 
the roll was called, 80 per cent of the 
members responded, there being ten 
persons present from Charleston, which 
is located at the opposite side of the 
state from Anderson. 

The convention was held at the John 
C. Calhoun Hotel, the session being 
called to order by J. F. Bobo, president 
of the Anderson association, who ex- 
tended a warm weicome to the members 
and turned the meeting over to the 
president of the state association, J. J. 
McDevitt of Greenville. 

The following officers were elected for 
the ensuing year: W. K. Prause, Char- 
leston, president; J. L. Powers, Ben- 
nettsville, vice president; T. W. Tomp- 
kins, Columbia, secretary-treasurer. 

S. F. Floyd, Greenville, and C. C. 
Thompson, Columbia, were elected dele- 
gates to the National convention to be 
held at Chicago. 

The secretary reported that’ the 
greater part of the activities of the 
association during: the past year had 
been devoted to bringing about better 
cooperation between master plumbers 
and wholesalers operating in the ter- 
ritory. One concrete result of this effort, 
it was pointed out, was the awarding 
to a member of the association of a 
contract to furnish and install plumb- 


ing fixtures in three hundred cotton 
mill houses, although the original plan 
was to buy the fixtures and materials 
direct and to employ day labor for the 
installation. 

Strong resolutions were adopted con- 
demning direct selling of plumbing fix- 
tures and materials, it being the opin- 
ion of the members of the association 
that this is one of the greatest obstacles 
faced by the plumbing industry at the 
present time. 

J. J. Shanahan, Norfolk, Va., director 
of the National Association of Master 
Plumbers, spoke in an interesting and 
forceful manner on the work of the 
association, its possibilities) and impor- 
tance, the present code situation and 
the prospective business as a result of 
the various activities of the federal 
government. 

The committee on legislation reported 
that a bill had been introduced in the 
state legislature to create a board of 
examiners for plumbing and heating 
contractors and that it was to apply to 
the entire state, without exception, with 
a scale of fees graduated for towns and 
cities of different population. The bill 
was referred to the judiciary committee 
of the House, which brought in a unani- 
mously favorable report. 

It was also proposed that a _ state 
plumbing code be formulated similar to 
the one approved by the National Asso- 
ciation of Master Plumbers, with such 
changes as local conditions may war- 
rant. The legislative committee will 
work on this matter. 
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Chicago Plumbers Learn 
About Water Heater Drive 


At its regular meeting, held May l, 
the North and West Side Master Plumb- 
ers’ Pleasure Club, Chicago, was enter- 
tained with a moving picture outlining 
the 1935 gas water heater sales cam- 
paign being sponsored by Crane Co. 
Following the picture, the club members 
were guests of Crane Co., at a lunch- 
eon and refreshments. About forty: 
master plumbers and salesmen were in 
attendance. 

Fred W. Sorge is president of the club 
and Paul Grosse is chairman of the 
entertainment committee. 





Banks Allocate Funds 
for New Construction 


A new policy being adopted by banks 
in various sections of the country, “in 
a spirit of cooperation with the Federal 
Housing Administration,” whereby spe- 
cifiled sums have been allocated and 
made immediately available by the 
banks for new construction, was re- 
ported to Administrator Moffett some 
time ago. An immediate new stimu- 
lus to the Better Housing Program is 
expected to grow out of this new pol- 
icy, Administrator Moffet believes. 

Twenty banks in Indiana have thus 
allocated funds totaling $5,285,000 and 
twenty banks in Illinois have allocated 
a total of $1,525,000. 





Architects Offer Free 
Service to Home Owners 


The Buffalo Chapter of the American 
Institute of Architects has offered a 
free consulting service to property own- 
ers who are interested in remodeling 
their homes or in building new ones. 
If remodeling is advised and decided 
upon after the consultation a nominal 
inspection fee is charged. The archi- 
tects also are offering to draw plans and 
supervise construction of homes under 
$2,500 for a 2 per cent fee, the lowest 
ever offered in the city. 





Master Plumber’s Son 
Elected City Treasurer 


Matthew A. Berg, son of a former mas- 
ter plumber, was elected city treasurer 
of Berwyn, Ill., in the election held in 
April. Mr. Berg worked as a plumber 
for his father, the late Matthew Berg, 
who conducted a plumbing shop at 1031 
W. Taylor Street, Chicago, for many 
years. His brother, Christopher Berg, 
is engaged in the plumbing business at 
the same address. 





DOMESTIC ENGINEERING 


129 


June, 1935 





PROTECT THE WATER SUPPLY 
PREVENT BACK-SYPHONAGE 


Required by many authorities and 
soon will be by all. 


PROTECT YOUR CUSTOMERS 


Install vacuum breakers with a 1” 
opening to the atmosphere on all 
fixtures with submerged inlets. 


SLOAN FLUSH VALVES 


with SLOAN integral or separate 
Vacuum Breaker for water closets 
and hospital fixtures meet the 
above requirements 100%. 


SLOAN VALVE CO ¥ CHICAGO 





Sloan STAR Flush Valve with in- 
tegral SLOAN Vacuum Breaker. 
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Tennessee Plumbers Reelect 
Limberg State President 


The Associated Master Plumbers of 
Tennessee held their thirty-seventh an- 
nual convention on May 20 in the Hotel 
Noel, Nashville. President Gustav Lim- 
berg called the meeting to order after 
the invocation by J. L. Evans, Memphis. 

The election of officers resulted in 
the reelection of Gustav Limberg, Mem- 
phis, president; John Cuneo, Chatta- 
nooga, vice president; Frank Rhodes, 
Memphis, secretary and J. L. Evans, 
Memphis, treasurer. 

J. L. Evans extended an invitation to 
the members to hold next year’s con- 
vention in Memphis. The date will be 
selected later by the board of di- 
rectors. 

H. O. Green, Tulsa, Oklahoma, treas- 
urer of the National Association of 
Master Plumbers, described business 
and trade conditions in different parts 


country. He emphasized the 
danger of cross-connections in water 
supply lines. Mr. Green described in 
considerable detail the activities of the 
National Association of Master Plumb- 
ers and outlined the plans for the forth- 
coming national convention in Chicago. 
W. B. Henderson talked on enforce- 
ment and complaints regarding the 
NRA plumbing code, and W. C. Tank- 
ley spoke on hours and wages under 
the code. 
Telegrams 


of the 


of greetings were read 


from the following persons: John J. 
Shanahan, Norfolk, Va., national di- 
rector; John J. Calnan, Chicago, na- 


tional president, and John Cuneo, state 
vice president. 

A resolution was unanimously 
adopted commending President Calnan 
for his work during the past year. 


ee — 


Master Plumber Elected 
City Commissioner 


E. L. (Pete) Wolf, past president of 
the Kansas State Association of Mas- 
ter Plumbers, was recently elected to 
the post of street and utilities commis- 
sioner of McPherson, Kan., his home 
city. It was a close race for Mr. Wolf. 
He led his nearest opponent by a ma- 
jority of only 96 votes. 





Trenton Association 
Elects New Officers 


The Master Plumbers Association of 
Trenton, N. J., has elected the follow- 
ing officers for the ensuing year: 
Charles M. Fox, president; Daniel Sisti, 
first vice president; Daniel C. Black, 
second vice president; Frank B. Pen- 
Samuel Gilbert, ser- 


rose, treasurer; 
geant-at-arms, and James L. Bennett, 
trustee. The new officers were _ in- 


stalled at the May meeting. 





Westchester Masters Hold 
Annual Ladies Night 


The annual ladies night of the West- 
chester County (N. Y.) Master Plumb- 
ers, Heating and Sheet Metal Contrac- 
tors Association, Inc., was held recently 
at Lawrence Inn, Mamaroneck, N. Y. 

Approximately one hundred persons 
were present, including members of the 
association, representatives of the man- 


ufacturers and wholesalers and the 
trade press. 
An excellent chicken dinner was 


served after which several hours of 
dancing followed. It was an old fash- 
ioned family gathering such as this 
association has been holding for the 
past fifteen or twenty years. 

Thomas Wright, president of the asso- 
ciation, welcomed the guests. 

E. J. Sheppard, field representative, 
was on the job early and late, attend- 
ing to the details and seeing that every- 
one had a good time. 





Chicago Masters Defeat 
Milwaukee in Bowling 


At the return bowling tournament be- 
tween Chicago and Milwaukee master 
plumbers, held recently in Milwaukee, 
the Chicago men again dentonstrated 
their superiority in this popular pas- 
time, winning by a score of 2,546 to 
2,438. While the Milwaukee master 
plumbers have won the majority of the 
tournaments since the bowling contests 
between the two cities started twenty 
years ago, the Chicago team has now 
won three times in a row. 

First prize went to Leo W. Hudon, 
Chicago, who had a score of 568 for 
the three games. Second prize was 
won by O. W. Herrman, Chicago, with 
534. The only two players on the Mil- 
waukee team to bowl over 200 were 
Messrs. Broth and Holzhauer, with 511 
pins. Mr. Vogel of Milwaukee was 
awarded the leather medal. 

Twenty-five master plumbers made 
the trip from Chicago and following the 
bowling tournament were royally enter- 
tained with a dinner and refreshments 
at the Plankinton Hotel. 
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The scores of the individual players 
follow: 











Chicago 
eee 168 166 141 475 
Hudon » nee 213 183 568 
Young - 182 182 168 502 
WOMEG? 2... sce 161 147 159 467 
Herrman ...... 191 167 176 534 

844 875 827 2,546 

Milwaukee 

Boecher ...... 162 167 145 474 
ee 172 159 161 492 
NE 294. ow i be ee 159 145 146 450 
Den.” in wc 6 eee 198 167 146 511 
Holzhauer 195 158 158 

S86 796 756 2,438 





Obituaries 


George Kranichfeld 


George Kranichfeld, for many years 
a highly esteemed member of the Mas- 
ter Plumbers Association of Buffalo, 
N. Y., died May 4th at his home in 
that city. His widow, a son and a 
daughter survive him. 


Edward D. Parker 


Edward D. Parker, a retired master 
plumber in Mexico, N. Y., died recently 
at his home in that town in his 81st 
year. Mr. Parker was born in Ash- 
land, N. Y., and came to Mexico, N. Y., 
in his youth. He was the first super- 
intendent of the Mexico Water Works, 
a municipal plant. 


Jacob C. Herr 


Jacob C. Herr, a member of the Mil- 
waukee Master Plumbers’ Association, 
Milwaukee, Wis., died May 1. Mr. Herr 
was fifty-seven years of age at the time 
of his death. He was a native of Mil- 
waukee and had spent all of his life 
there. He had been connected with the 
plumbing and heating business for more 
than forty years. 


Thomas G. Carroll 


Thomas G. Carroll, father of Joseph 
F’. Carroll, manager of the Chicago 
branch of Standard Sanitary Mfg. Co., 
died at his home in Chicago on May 17, 


following a protracted illness. The 
tuneral was held from 1458 Belmont 
Avenue to Saint Mary of the Lake 


Church, interment being at Wilming- 
ton, Ill. In addition to his son Joseph, 
the deceased is survived by two broth- 
ers and a sister. 


Melville J. Horsey 


Melville J. Horsey, manager of the 
Greenfield Tap & Die Corporation of 
Canada, died recently in his home in 
Galt, Ontario, in his 58th year, follow- 
ing an illness of six months. He was 
formerly engaged in the machine tool 
business in Buffalo, N. Y. 
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New ‘Trade Literature 


Circular Tells About 
Flexible Pipe Nipples 

Davis Engineering Corporation of 
Elizabeth, N. J., manufacturer of indi- 
rect water heaters and submerged stor- 
age water heaters, has issued a circular 
illustrating and describing its flexible 
pipe nipples, made of heavy gauge cop- 
per tubing with standard right-hand 
pipe thread on each end. The middle 
section is specially grooved to allow 
bending. It is possible to bend these 
nipples right on the job, to compensate 
for variations in pipe lines. 


All-Steel Equip Company 
Features Stack-Units 

All-Steel Equip Company, Inc., of 
Aurora, Ill., is distributing a mailing 
card, 84%x5% in., illustrating and de- 
scribing its stack-units, which are de- 
signed to reduce material handling 
costs in three ways: 1, save time in 
small part assembly; 2, reduce handling 
time on production work; 3, eliminate 
inventory count in stock room. 


Circular on Temperature and 
Pressure Relief Valves 


The Patrol Valve Company of Locust 
Avenue, Corner of W. 114th Street, 
Cleveland, Ohio, has just issued a 
circular illustrating and-describing its 
line of temperature and pressure re- 
lief valves for domestic hot water stor- 
age tanks. These relief valves are 
made in six types and they are con- 
structed from rugged brass. Their 
bibb washers are made from a special 
steam gasket composition and their cap 
gaskets are made from graphited as- 
bestos. The bulletin also contains a 
treatise on methods of installing and 
setting temperature and pressure relief 
devices for safety and proper opera- 
tion of domestic water heating sys- 
tems. 


A. Y. McDonald Mfg. Co. 
Issues Catalog of Water Systems 


A. Y. McDonald Manufacturing Com- 
pany of Dubuque, Iowa, has just issued 
a catalog, W. S. 35, featuring its water 
supply systems, and power pumps for 
shallow and deep wells. In this catalog, 
the company has endeavored to furnish 
sufficient information to enable the 
trade to select the proper equipment 
for the majority of water supply instal- 
lations. This catalog consists of 48 
pages, 7%x10¥, in., printed in two col- 
ors on highly glazed paper. The first 
section of the book is devoted to illus- 
trations and descriptions of shallow 
well pumps and water supply systems 


for total suction lift of 26 ft. or less, 
and with a capacity of 250 to 400 gal- 
lons per hour. Next follow systems 
with capacities 660 to 3,000 gallons per 
hour. The second section is devoted to 
deep well pumps and water systems for 
raising water from a depth greater than 
26 ft., designed to be used for general 
water supply for household, farmyard, 
and small industrial plants. The latter 
part of the catalog features pump or 
water supply accessories, such as pneu- 
matic tanks, riveted and brazed or 
welded, galvanized pressure tanks, valve 


cylinders, spring valves, pump rods, 
couplings, pipe holders, foot valves, 
pressure gauges, vacuum gauges, pres- 


sure switches, and last, but not least, 
condensation pumping units. The value 
of the catalog is increased by the addi- 
tion of engineering data, which will 
prove very convenient for reference use. 


The Fairbanks Co. 
Issues Valve Folder 


The 
hamton, 


Fairbanks Company of Bing- 

N. Y., has just issued an at- 
tractive folder in two colors illustrat- 
ing and describing its bronze globe 
and angle valves of the disc type and 
the plug type. The folder stresses the 
point that all parts of these globe and 
angle valves can be interchanged. 





New Contractors and 
Business Changes 


Oswego, N. Y.—James F. Kelly has 
opened a plumbing and heating busi- 
ness at 215 East Fifth Street. 


San Francisco, Calif.-The Ocean Side 
Plumbing Company has started in busi- 
ness at 1259 Forty-seventh Avenue. 


Milwaukee, Wis.—Edwin Dobner has 
opened a plumbing establishment at 
3622 West Lisbon Avenue. 


Los Angeles, Calif._-The Donnelly 
Plumbing Company has started in busi- 
ness at 7381 Melrose Avenue, under the 
management of F. J. Donnelly. 


New Haven, Conn.—James C. Brown 
Company has been incorporated with a 
capital of $50,000, to conduct a plumbing 
and heating business. The incorpora- 
tors are Daniel J. Brown, Jane E. De- 


laney and Clarence A. Hadden, all of 
129 Church Street. 
Oakland, Calif.—-George Schuster, 


who has for some time been conduct- 
ing a plumbing and heating business at 
175 Twelfth Street, has just admitted 
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into 
which is 


Frank Hudson 
business, 


partnership in the 
now being incor- 
porated under the name of Schuster- 
Hudson, Inc. Mr. Hudson was for- 
merly connected with Newman & Hud- 
son of Fresno. 


San Mateo, Calif.—Harry Lee has 
taken over the plumbing firm of Morri- 


son & Blair, and has moved the busi- 
ness to 220 California Drive, Burlin- 
gZame. 

Palo Alto, Calif._-Lee & Sharp 


Plumbing & Heating Sanitary Service 
has opened showrooms at 611 Emerson 
street. 


San Francisco, Calif.—William Sturm 
has moved his plumbing and heating 
business from 3382 Twenty-second 


Street to 141 Tunnel Avenue. 


West Hartford, Conn.—George A. Pe- 
terson Company has been incorporated 
with a capital of $50,000 to engage in 
the plumbing, heating and air condi- 
tioning business. The incorporators 
George A. Peterson, Dagney Pe- 
terson and Lawrence Johnson, all of 
110 Walden Street in city 


are: 


this 





Convention Dates 


June 3-4.——GEORGIA Annual conven- 
tion of the Georgia State Association of 
Master Plumbers, in Savannah, at the 
Desota Hotel. 


June 5-6.—NORTH CAROLINA—An- 
nual convention of North Carolina Asso- 
ciation of Master Plumbers, tn Asheville. 
at the George Vanderbilt Hotel 


June 7-8.—VIRGINIA. 
vention of the Virginia Associated Plumb- 
ing and Heating Contractors, in Peters- 
burg. 


. Annual cone- 


Short Course in Coal Utili- 


June 11-13. 


zation, at the Collewe of Engineering. 


University of Illinois, Urbana 


June 11-14.—-N. D. H. A.—Annual con- 
vention of National District Heating 
Association, in Philadelphia, Pa., at the 


Bellevue-Stratford Hotel. 


June 17-19.—-A. S. H. V. E.—Semiannual 
meeting of the American Society of Heat- 
ing and Ventilating Engineers, in To- 
ronto, Ontario, Canada at the Royal 
York Hotel. 


June 25-27.—N. A. M. P.—The 53rd an- 
nual convention of the National Assocla- 
tion of Master Plumbers, in Chicago, at 
the Stevens Hotel 


August 6.—VERMONT.—Annual con- 
vention of the Vermont State Associa- 
tion of Master Plumbers, Inc., in Mont- 
pelier at the City Hall 


October 14-18.—A. G. A.—Annual con- 
vention of the American Gas Association, 
in Atlantic City, N. J. 


Jantary 27-31, 19236.—-Fourth Interna- 
tional Heating and Ventilating Exposi- 
tion, in CWNicago, at the International 
Amphitheatre. 
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H. and P. Contractors— 


(Continued from Page 98) 


the contractor. The newer distribution 
channels, except in the case of several 
mail order companies, are rarely na- 
tion-wide, so that they cannot provide a 
uniformity of distribution such as es- 
tablished wholesalers offer. The speaker 
expressed his view that too much im- 
portance can easily be given to these 
outside factors where, actually, the re- 





Top row, left to right: Frank Kise, local 
chairman and newly elected director, Cin- 
cinnati, Ohio: George Foley, Kansas City, 
Mo., and William Zingheim, C. A. Dun- 
ham Co. Chicago. Bottom Row: Edward 
Kleine, Cincinnati, Ohio, past president, 
National Association of Master Plumbers: 
George J. Stoehr, Milwaukee, Wis., and 
R. B. Miller, secretary, New York City 


association 


sponsibility is for each member of the 
established industry to do his job. No 
other system of distribution, Mr. Nelson 
pointed out, compares in efficiency with 
that under which the bulk of heating 
products have always been sold. Com- 
petition is keener and there is more 
work to be done at a less margin so 
that he sees no prospect of quick riches 
for either the manufacturer, the whole- 
saler or the contractor. 

Mr. Nelson concluded with an expres- 
sion of conviction that this is a most 
promising industry. The public wants 
air conditioning and healthful heat, so 
the established industry faces the task 
of showing the public that it can pro- 
vide what is wanted. As the joint link 
between the manufacturer and the pub- 
lic, he feels that wholesalers and con- 
tractors must work together in a spirit 
of common service. 


BUILDS UP SALES FORCE 


Mr. Kiesling recited in detail the in- 
teresting story of how he has changed 
over his company from a purely con- 
tracting business to one in which mer- 
chandising is being done successfully. 
The success of the change which his 
company has made is indicated by the 
volume of business now being done; by 


the number of specialties being suc- 
cessfully sold on a dealership basis; 
by the fact that his firm operates thirty- 
two salesmen in the city of Houston. 

His paper was filled with definite 
statements regarding the handling of 
salesmen, their compensation, the rela- 
tive importance of different forms of 
sales promotion and advertising. This 
paper will be published fully in these 
columns later. 

The speaker pointed out from his ex- 
perience the comparatively small cost 
of sales campaigns. He called the dele- 
gates’ attention to the fact that finance 
companies can be used to help in set- 
ting up displays. He strongly empha- 
sized his experience that the satisfac- 
tory basis for operation is one of se- 
lected dealership, thus avoiding com- 
petition with every other contractor 
primarily on the price basis alone. 


OFFER SALES PROMOTION IDEAS 


In the discussion which followed 
these three principal papers, the follow- 
ing points were brought out: 

(a) Dealers must equip themselves 
with showrooms before refusing to visit 
those of manufacturers,—Rodoni, San 
Francisco. 

(b) The best showroom is your own 
rustomer, so expenditures on show- 
rooms should first be seriously ana- 
lyzed.—Snow, Boston. 

(c) To do selling requires a dealer’s 
mark-up, not a contractor’s one. The 
only way to get this is through protec- 
tion for the dealer who assumes the ex- 
pense of sales promotion.—Klie, Cleve- 
jand. 

(qd) Anyone performing the _ func- 
tions of a heating contractor should fol- 
low that code, file bids, etc.—-Harry M. 
Hart, Chicago. 

(e) Air conditioning means the heat- 
ing contractor must sell the products 
of other industries. Because he sells a 
finished product, the heating contractor 
must take increasing responsibility for 
the units of that finished job, such as 
sheet metal, etc.—-W. R. Rhoton, Cleve- 
Jand. 

(f) From a thorough trial of sales 
promotion the importance of a sales 
manager was demonstrated. The ab- 
sence of protection is shown in the fact 
that our prospects checked with com- 
petitors who could undersell us because 
they did not have this promotional ex- 
pense.—Hart, Chicago. 

(9g) Greater recognition should be 
given to those manufacturers and 
groups who have promoted heating 
products or have publicized the idea of 
automatic heat and air conditioning. 


crews are assured. 
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Such general promotional work, while 
disturbing when accepted trade meth- 
ods are not followed, may result in in- 
creased business because the contractor 
ultimately has to coordinate the heat- 
ing plant, the controls, the boilers, etc. 
—A. B. Martin, Chicago. 

(hk) Manufacturers must decide either 
to sell all items, in which case the man- 
ufacturer must carry the promotional 
expense since they make the sale re- 
gardless of the outlet, or these manu- 
facturers must work through authorized 
dealers who would then carry the pro- 
motional expense.—Klie, Cleveland. 

(i) Extra profit must go to the se- 
lected dealer to offset his promotional 
expense. Competition in air condition- 
ing during the last fifteen months has 
been from manufacturers’ branches 
rather than from heating contractors. 
These branches function as distribu- 
tors. Our plan is to seek dealerships on 
the higher-priced merchandise. The 
heating contractor is desired by these 
new manufacturers provided sales or- 
ganizations as well as_ engineering 
The small home 
offers the best market for the near fu- 
ture.—Kiesling, Houston. 

(7) Heating contractors have been 
criticized as not being business-men, 
but not much was done about it. When 
the new outlets entered the field, many 
disputed their right to come into this 
business, but manufacturers still car- 
ried on the old type of salesmanship. 





Marshall Adams, director of sales promo- 

tion, American Radiator Co.. New York 

City, and Sheldon F. Myers, manager, air 

conditioning sales, Westinghouse Electric 
& Mfg. Co., East Pittsburgh, Pa. 


On the other hand, some of the new 
manufacturers have rendered a real 
service in teaching the heating contrac- 
tor better sales methods. All of us can 
learn much from a closer study of the 
newer sales methods.—J. P. Baldwin, 
Chicago. 
FACE NEW CONDITIONS 

A. R. Herske, vice president in charge 
of sales of the American Radiator Co., 
pointed out at one of the closing ses- 
sions that conditions in the heating in- 
dustry have changed. The business of 


(Continued on Page 165) 














WOMEN’S ACTIVITIES 








President Liss Helps 
Organize Texas Groups 


Mrs. Robert Liss, Chicago, president 
of the Women’s Auxiliary to the Na- 
tional Association of Master Plumbers, 
has just completed a business trip to 
Texas where she assisted in organizing 
several local auxiliaries and affiliating 
them with the Women’s Auxiliary to 
the National Association of Master 
Plumbers. 

This trip was effected in response to 
a request from the El Paso auxiliary. 
As a result of Mrs. Liss’ trip, new auxili- 
aries were organized in Houston, Fort 
Worth and _ Dallas. San Antonio’s 
auxiliary has been functioning for eight 
months. 

The Texas State Auxiliary was or- 
ganized just before the annual conven- 
tion of the Texas Assocfation of Master 
Plumbers. The Texas auxiliary will be 
represented at the national convention, 
Mrs. Liss reports. 

Mrs. Liss was met in Houston by Mr. 
and Mrs. Henry Warren and Mrs. Jame- 
son. In San Antonio, Mrs. Liss spent 
an entire day with Mrs. Tarvillian and 
Mrs. Schoeppe. On her way to Houston, 
Mrs. Liss was entertained at a luncheon 
given for her by the St. Louis, Mo., 
auxiliary, and on her way home she was 
the guest of Mr. and Mrs. H. O. Green 
in Tulsa, Okla. Mrs. Liss stopped off 
at Kansas City for the Missouri state 
convention where she was the guest of 
Mrs. E. D. Hornbrook. 





Oregon State Auxiliary 
Holds 15th Convention 

The Women’s Auxiliary to the Ore- 
gon State Association of Master Plumb- 
ers held its fifteenth annual convention 
in Marshfield, May 17 and 18. The 
meeting was well attended, and success 
was reported in efforts to increase the 
organization's membership. 

Reports were rendered on the activi- 
ties of various local groups, and it was 
indicated that several new local auxil- 
iaries will be formed during the com- 
ing year. 

At the conclusion of the business ses- 
sion of the auxiliary on Saturday morn- 
ing, Mrs. Milo Rasmussen, president, 
was presented with a beautiful bouquet 
of flowers by the Bay Master 
Plumbers Association. 

Officers elected for the ensuing year 


(‘oos 


By DOROTHY EDWARDS 


were: Mrs. Milo Rasmussen, Salem, 
president; Mrs. Fred Van Hoomissen, 
Portland, first vice president; Mrs. 
Theodore M. Barr, Salem, second vice 
president; Mrs. George W. Kendall, 
Portland, treasurer, and Mrs. E. O. 


Pratt, Salem, secretary. 





Massachusetts Auxiliary 
Holds Annual Convention 


The thirteenth annual convention of 
the Women’s Auxiliary to the Massa- 
chusetts State Association of Master 
Plumbers was held on April 30 at the 
Copley Plaza Hotel, Boston. 

The following members were elected 
to office for the ensuing Mrs. 
Neils Jepsen, Newton, president; Mrs. 
James A. Cotter, Boston, vice president; 
Mrs. Richard T. Leahy, Newton, secre- 
tary, and Mrs. Francis Aikens, Wey- 
mouth, treasurer. 

Mrs. J. Preston Perham, Boston, past 
national president, presented a resolu- 
tion which was adopted. The substance 
of the resolution was that an amend- 
ment be made to the constitution that 
only members present at the annual 
meeting are eligible to hold office in the 
association. 

The Mystic Valley Auxiliary 
associated with the Massachusetts State 


year: 


became 


Mrs. J. J. Cotter. 


Left to right, top row: 

Massachusetts vice president; and Mrs. 

Neils Jepsen, president. Bottom row: Mrs. 

W. D. Aikens, Jr. treasurer, and Mrs. 
R. T. Leahy, secretary 
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Auxiliary. Five of the members elected 
to join were: Mrs. William J. Mabbs, 
president; Mrs. J. J. Fay, vice presi- 
dent; Mrs. Lawrence Vail, treasurer; 
Mrs. E. P. Madsen, secretary, and Mrs. 
A. Basselman., 





New York State Auxiliary 
Holds 8th Annual Convention 
mem- 
the 
New 
the 


An enthusiastic delegation of 


their gathered at 
eighth annual convention of the 
York State Women’s Auxiliary at 
Hotel Pennsylvania, New York City, on 
April 30, satisfaction 
the progress of the Sanitation Investiga- 


bers and ruests, 


heard with deep 
tion work, launched as a statewide proj- 
ect at its 1934 


wel 


convention. 
to the convention 


entertainment 


A hearty ome 


and its features of was 


given by the convention chairman, 
Mittasch, Queens, after which 
President Mrs. William Metcalf, Nassau 
County, opened the meeting. 

The 
Louis 


Joseph 


invocation was 
Guerr. President 


srookliyn, 


given by Mrs. 
Mrs. M. J. 
wel- 
City 


Stapf, 


graciously 
New York 
Mrs. J. O 


Kennedy, 
comed the members to 
and National Director 
Albany, 

National 
Heidweiler, 
National 


responded 
Mrs. J Millet 
representing the 


Treasurer 
Trenton, 
Auxiliary, told of its plans and 
activities, including the Stu- 
dents’ Loan Fund. 

Mrs. Henry J. 


president of the New Jersey State Auxil- 


present 
Williamson, Montclair, 
the accomplishments of 


lary, spoke of 


the auxiliaries in her state and invited 
the members to the forthcoming state 
convention. ; 

Mrs. J. J 


Sanitation 


Na- 
outlined 


Corcoran, Jersey City, 
tional Chairman, 


briefly the sanitation program and 
stated that the auxiliary member should 
the head of health activity, 
sanitation go hand in 


She read some of the form letters 


be at every 


as health and 
hand 
used in the sanitation work 

Mrs. Henry Bunker, J! City, 
New State Sanitation Chairman, 
told of the interest of the Federal Hous- 
the sanitation work 


Union 


Jersey 


ing Commission in 
and its plan of co-operation 
Mary T. Stevens responded briefly to 
a warm introduction of Mrs. Metcalf 
Mrs. Joseph O. Stapf, New York State 
Sanitation chairman, itave reports of the 
following 


auxiliaries’ vear’s work in the 
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Nearly one hundred persons 


localities: Bronx, Brooklyn, Albany, 
The Rockaways, Broad Channel, Man- 
hattan, Nassau County, and Buffalo. 

The Students’ Loan Fund was dis- 
cussed at some length and the secretary 
instructed to write the different locals 
to ask if they desire to contribute to the 
fund. 

The reports of the local presidents 
were presented by the following: Presi- 
dent Mrs. M. J. Kennedy for Brooklyn; 
President Mrs. Woodward Ebner for 
Bronx; President Mrs. John Sharp for 
Manhattan; President Mrs. E. Seltzer 
for Nassau County; President Mrs. 
Henry Billharx for Queens; Vice-presi- 
dent Mrs. Roy Dudley for Albany, Sec- 
retary Mrs. M. Rosen for President Mrs. 
McNaught for Rockaway and Broad 
Channel, Mrs. Floyd Sharp for James- 
town; President Mrs. Arthur Huck for 
Buffalo by letter. 

The election of officers concluded the 
business and resulted as follows: Presi- 
dent Mrs. William Metcalf, Rockville 
Center, re-elected; Miss Alice Roth, 
Bronx, advanced from second to first 
vice-president, succeeding Mrs. Samuel 
Tordoff, Jamestown; Mrs. Jacob Stock- 
inger, Queens, second vice-president; 
Mrs. William Bloeth, Rockville Center, 
reappointed secretary, and Mrs. Edward 
Pautsch, Brooklyn, re-elected treasurer. 
Mrs. Joseph O. Stapf, Albany, and Mrs. 
Arthur Huck, Buffalo, again chosen 
trustees, and Mrs. George Horn, Man- 
hattan, taking the place of Mrs. Louis 
Guerr, Bronx, as trustee. Mrs. Stapf 
was reappointed state sanitation chair- 
man. 

The luncheon which preceded the 
meeting was a very festive occasion and 
was participated in by nearly one hun- 
dred members and guests, including 
Mrs. Thomas Cronin, Binghamton, and 
M. J. Kennedy. 

A handsome hand bag was presented 
to President Mrs. Metcalf from the State 
Auxiliary and among the beautiful 


attended the New York Auxiliary luncheon at the Pennsylvania Hotel 


floral gifts were presentations to Mrs. 
Metcalf and Secretary Mrs. Bloeth from 
the New York City auxiliaries; to Treas- 
urer Mrs. Pautsch and local President 
Mrs. Kennedy by the Brooklyn Aux- 
iliary. 

In the evening the women attended 
the theater with their men folks. On 
Wednesday they lunched at the Russian 
Kretchma and then visited the ocean 
liner Majestic where tea was served. 





Sanitation Work Endorsed 
at N. J. Convention 

The twelfth annual convention of the 
New Jersey Women’s Auxiliary, held at 
the Hotel Plaza, Jersey City, on May 17, 
might well be termed a one hundred 
per cent affair for the attendance in- 
cluded all of the state officers, every one 
of the past presidents and a large, en- 
thusiastic delegation. 

A substantial sanitation record of the 
past year’s activities enthused the mem- 
bers who are especially proud of this 
work which was launched first in this 
state. 

President Mrs. Henry Williamson, 
Montclair, formally opened the conven- 
tion. The invocation was offered by 
Past President Mrs. Henry Bunker, Jr., 
Union City. The delegates were wel- 
comed by Second Vice President Mrs. 
Louis Komoski, Jersey City, the re- 
sponse being made by First Vice Presi- 
dent Mrs. John Conard, Trenton. 

The following acknowledged the wel- 
come to the national officers and past 
presidents: Mrs. Charles Zimmermann, 
Union City; Mrs. Leslie Williams, 
Orange; Mrs. Charles Samuel, Mont- 
clair; Mrs. William T. J. Orriss, Union 
City; Mrs. J. J. Corcoran, Jersey City, 
national sanitation chairlady; Mrs. J. 
Miller Heidweiler, Trenton, national 
auxiliary treasurer; Mrs. Henry Bunker, 
Jr., Union City, state sanitation chair- 
lady, and Mrs. Joseph Berg, Orange. 

President Mrs. Williamson appointed 


the following committees to function 
during the convention: Auditing—Mrs. 
George Brenner, Orange; Mrs. J. Hays, 
Montclair, and Mrs. James J. Conlin, 
Jersey City; credentials—Mrs. Fred 
Hoffman, Orange; Mrs. R. McDonald, 
Jersey City, and Mrs. A. Kievit, Mont- 
clair; nominating— Mrs. W. Jacobs, 
Union City, Mrs. H. Burnett, Montclair, 
and Mrs. John Wouters, Trenton. 

Mrs. J. J. Corcoran urged that all 
members continue to work on sani- 
tation, for in this way they were fur- 
ther fulfilling their aim of “loyal co- 
operation with the master plumber.” 

Mrs. Henry Bunker, Jr., presented the 
report of the sanitation program activi- 
ties of all the local auxiliaries in the 
state. 

After attending the opening of the as- 
sociation convention, the ladies were 
guests at luncheon at the Plaza Tea 
Garden. In the evening they celebrated 
Hofbrau Night at the auditorium with 
their husbands. On Saturday a theater 
party was enjoyed and in the evening 
the banquet was the feature. 

The North Hudson Auxiliary enter- 
tained at dinner on Friday evening, 
with the New York State Officers, Presti- 
dent Mrs. William Metcalf, Vice Presi- 
dent Miss Alice Roth and Secretary 
Mrs. William Bloeth and Mary _ T. 
Stevens as guests. 

The election of officers resulted in 
Mrs. John Conard, Trenton, succeeding 
Mrs. Williamson as president. Mrs. 
Louis Komoski, Jersey City, was elected 
first vice president; Mrs. Fred Nitz, 
Trenton, second vice president; Mrs. 
John Heyrich, Montclair, treasurer; 
Mrs. A. G. Trapper, Orange, sergeant- 
at-arms; trustees, Mrs. Albert Ruehl, 
Orange, Mrs. Robert Gilligan, Jersey 
City, and Mrs. Clyde Cole, Union City. 
Mrs. John Wouters, Trenton, was ap- 
pointed secretary. 

Mrs. Henry Bunker, Jr., continues as 
state sanitation chairlady and Mrs. J. 
J. Corcoran as publicity chairlady. 
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‘Clara Wittig, Milwaukee, 
Dies in Auto Accident 


Clara Wittig, Milwaukee, secretary of 
the Women’s Auxiliary to the Wiscon- 
sin Master Plumbers’ Association, was 
instantly killed Friday afternoon, May 
17, when the automobile which she was 
driving collided with a truck near Mil- 
waukee. Miss Wittig was returning 
from the family summer home. 

Miss Wittig, who was a sister of 
Joseph Wittig, widely known Milwaukee 
master plumber, had attended all of 
the national conventions in recent years 
and had a wide acquaintance among the 
plumbing trade. She was secretary to 
the principal of Bay View High School, 
Milwaukee, for seventeen years. 

Funeral services were held on Mon- 
day, May 20, from her late residence to 
St. Mary’s Church, interment being at 
Calvary Cemetery. She is survived by 
four brothers, Joseph, Robert, Albert 
and Frank, and by three sisters, Adel- 
aide, Mrs. Anna Baldus and Mrs. Ottilie 
Kuhn. 





Dayton Auxiliary 
Elects New Officers 
At a recent meeting of the Women’s 
Auxiliary to the Dayton, Ohio, Master 


Plumbers’ Association, the following 
members were elected to office for the 
ensuing year: Mrs. Henry’ Blank, 
president; Mrs. Fred Reinilie, vice- 


president; Mrs. Edward Metcalf, secre- 
tary, and Mrs. Henry Saunders, treas- 
urer. The main discussion of the 
afternoon centered about the manner 
in which the visiting women and mem- 
bers of the auxiliaries should be served 
at the state convention, which is to be 
held in Dayton next year. 





Connecticut Auxiliary 
Holds Annual Convention 


of the 
Association 


The Women’s Auxiliary Con- 
necticut Master Plumbers’ 
held its annual convention at Hartford, 
Conn., on May 8 and elected the fol- 
lowing officers: President, Mrs. Charles 
E. Weitzel, Ridgefield; vice president, 
Mrs. Judson L. Landgren, New Britain; 
Mrs. Robert T. Rock, Bridge- 
Mrs. Howard F. Bry- 
Bridgeport; trustees, Mrs. Anson 
New Britain; Mrs. A. H. 
Blanchard, Waterbury; Mrs. Michael 
A. Brown, Middletown. 

Delegates to the National Convention 
to be held in Chicago in June were 
named as follows: First delegate, Mrs. 
Bryant, Bridgeport: and 
Mrs. Philip J. Brown, 


treasurer, 
port; secretary, 
ant, 


A. Mills, 


Howard F. 
second delegate, 
Middletown. 

At the Hartford meeting it was voted 
to establish a student loan fund for 
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daughters of master plumbers to enable 
them to plan educational courses with- 
out fear of interruption. Mrs. Bryant 
of Bridgeport addressed the convention 
on this subject, which later received 
the approval of the auxiliary. 





Salem Auxiliary Is Active 
in Helping Needy 

The Women’s Auxiliary to the Salem, 
Ore., Master Plumbers’ Association has 
been active making crib and bed size 
quilts which members have been giving 
to the needy in their vicinity. The 
women also have been making luncheon 
sets, and novelty dish towels which they 
plan to sell for the purpose of increas- 
ing their treasury funds. The sick and 
bereaved members have remem- 
bered with flowers and con- 
dolence. 

Although a large amount of sickness 
has prevented the members from at- 
taining the high goal set by Mrs. J. A. 
Bernardi, president, Mrs. Milo Rasmus- 
sen, secretary, reports that the mem- 
bers feel the purpose of the organiza- 
tion has been accomplished, that is, to 
promote sociability and to cultivate 
friendship and kindly interest. 

The auxiliary will meet at the homes 
of various members on the third Fri- 
day of each month as regularly as pos- 
sible. 


been 
notes of 





Large Attendance at 
Brooklyn’s Benefit Card Party 


More than in the 
annual card party and 
Brooklyn Women’s Auxiliary, held at 
the Elks Club, Brooklyn, May 4. This 
was the first of a series of card parties 
of the New York City auxiliaries con- 
ducted for the benefit of the New York 
City Association’s special charity, the 
Welfare Camp. 

Various card games were played and 
handsome prizes awarded the winners 


300 participated 


dance of the 


at the tables as well as several non- 
players. Over sixty special prizes, 
donated by the members and trades 
people, were also distributed. Miss 


T. Edgerton, Brooklyn, was the recipi- 
ent of the Chase lamp, donated by 
B. F. Gilmore; Mrs. John Birch, Man 
hattan, the toilet chair, the gift of 
Saltser & Weinsier;: Miss J. 
Brooklyn, the five-pound fruit cake from 
the National Biscuit and Mrs. A. 
Ahearn, Brooklyn, the electrolux from 
the Brooklyn Union Gas Co 

After the cards, a delicious supper 
was served and then dancing followed 
for the remainder of the evening 

The and auxiliaries of 
Bronx, Manhattan, Queens, Rockaways 
and Nassau County well repre. 
sented. The new state officers present 


Dempsey, 


(‘o.. 


associations 


were 
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Mrs. William Metcalf 
and Secretary Mrs. William Bloeth, 
Nassau County; Vice-Presidents Miss 
Alice Roth, Bronx, and Mrs. J. Stock- 
inger, Queens; Treasurer Mrs. E. 
Pautsch, Brooklyn; local presidents as 
guests Mrs. Henry § Billharz, 
Queens; Woodward F. Ebner, 
Bronx; John Sharp, Manhattan. 
The men included State Vicé. 
President S. G. Arnone, Bronx; J. 
Stockinger, Queens, regional code ex- 
ecutor of New York City; Presidents 
Frank Roth, Bronx; William Metcalf, 
Nassau County. 

M. J. Kennedy, president Greater 
New York Association, and Mrs. Ken- 
nedy, president of Brooklyn Auwsiliary, 
spent a very busy evening contributing 
to the enjoyment of their guests. 


were: President 


were 
Mrs. 

Mrs. 

guests 


Mrs. E. A. Pautsch was chairman of 
the committee, assisted by Mesdames 
Nielson, Jost, Steiger and Kennedy. 


illness prevented the 


Rosenthal. 


Unfortunately, 
attendance of Mrs. |] 





Boston Auxiliary Plans 


Shore Dinner for June 
The Women’s Auxiliary to the Boston 
Master held its 
May meeting at the home of the presi- 
dent, Mrs. Caroline McAuliffe, Roslin- 
dale, Mass., on the evening of May 21 
Mrs. Theresa gift 
which increased the flower fund $2. It 
was planned to hold the June meeting 
dinner at the 
Mass 


entertainment 


Plumbers’ Association 


Curtin donated a 


form of a shore 


Claw. Scituate. 


in the 

Lobster 
and 

delightful 


Refreshments 
terminated a evening for 


those present 





Trenton Auxiliary 
and Husbands Entertained 


The Women’s Auxiliary of Trenton 
N. J.. met at the home of Mrs. William 
Royer, Sr., on the evening of May 1 
Mr. and Mr8&. Rover entertained the 


members and their husbands at a cov 
ered dish luncheon. 


After the business of the meeting was 





completed, a Bingo party was held 
Prizes were awarded to Mrs. Frank 
Dunn and Mrs. John C. R. Wonters 
The entire membership was present 
on this oceasion 
Mrs. Charles E. Taffe 
Anne Evangeline Taffe, wife of 


(Charles F. Taffe, Chicago master plumb- 
April 2! Mrs. Taffe, 
was sixtv vears, had just 
the day 
survived hy 


er. died on who 
celebrated 


death 
daughters 


her birthday prior to het 


She is three 


and two sons 
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Denver Auxiliary Names 
Convention Delegate 


The Women’s Auxiliary to the Den- 
ver Master Plumbers’ Association held 
its May meeting at the Aromer Hotel 
with Mrs. Carl Thurston as hostess. 
After a delicious luncheon the meeting 
was called to order by President Mrs. 
¥. Kandorf. Mrs. E. B. Clayton was 
selected as a delegate to represent the 
auxiliary at the national convention. 

Mr..and Mrs. J. P. Brickey opened 
May 18, which the members and their 
May 18 to which the members and their 
husbands attended. <A delightful eve- 
ning was had by all present. Honors 
for the evening went to Mr. and Mrs. 
C. R. Cooper and to Mrs. V. A. Kiser 
and Mr. J. J. Laverty. Refreshments 
concluded an entertaining evening. 





Queens Card Party 
Held In Flushing 

The Queens (New York City) Auxil- 
iary held its annual card party for the 
benefit of Welfare Camp for Convales- 
cent Children, at the Amber Lantern, 
Flushing, on Friday evening, May 17. 

Mrs. C. Hochstatter, chairlady of the 
entertainment committee, was assisted 
by Mesdames Geraghty, Maguire, Apple- 
ton, Korinek and Miss L. Rogers. 

President Mrs. Henry Billharz has an- 
nounced the enrollment of two new 
members, Mrs. Bushman and Mrs. 
Harrington. 





Newton Auxiliary 
Installs New Officers 


The Women’s Auxiliary to the Master 
Plumbers Association of Newton, Mass.., 
held the annual installation dinner at 
the Southern House Hotel in Brookline, 
Mass., on Saturday evening, May 4, with 
the members’ husbands as guests. An 
excellent chicken dinner was served, 
after which the installation of officers 
was held. 

The installation ceremonies were con- 
ducted by Mrs. C. D. Kieser assisted 
by Mrs. M. J. O'Connell, while The 
Perkins Trio furnished appropriate 
music. The officers installed were: 
Mrs. R. T. Leahy, president: Mrs. L. W. 
Stevens, vice-president; Mrs. J. H. 
McGourty, secretary; Mrs. Niels Jepsen, 
Members of the sick com- 
mittee: Mrs. C. D. Kieser and Mrs. 
M. J. O’Connell. 

Following the installation, bridge was 
played with honors going to Mrs. L. W. 
Stevens, Mr. M. J. O'Connell, Mrs. L. J. 
Hickman, and Mr. L. W. Stevens. 
Honors in whist went to Mrs. R. T 
Leahy and Mrs. C. Clasby. 

Mrs. L. J. Hickman was hostess at 
the regular monthly meeting held 
Wednesday evening, May 8. A chop din- 


treasurer. 
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ner was served, and this was followed 
by a short business session under the 
guidance of the new president, Mrs. 
R. T. Leahy. Next on the program 
was bridge, at which the honors went 
to Mrs. Niels Jepsen, Mrs. C. D. Kieser, 
and Mrs. M. J. O’Connell. The auxiliary 
prize donated by Mrs. Jepsen was won 
by Mrs. O’Connell. 

The auxiliary sent best wishes for a 
speedy recovery to Mrs. McGourty and 
Mrs. Davis. 





Florida Marks Tenth 
Birthday at Convention 


The Women’s Auxiliary to the Flor- 
ida Master Plumbers Association held 
a highly successful convention in Or- 
lando, one of the most beautiful towns 
in the state, on May 6 and 7. The 
auxiliary meeting room in the Ange- 
bilt Hotel was attractively decorated 
with flowers and ferns. This year’s con- 
vention marked the tenth birthday of 
the auxiliary and appropriate cere- 
monies were held to celebrate the occa- 
sion. 

The following officers were elected 
for the ensuing year: Mrs. Lee R. 
Sheffield, St. Petersburg, president (re- 
elected); Mrs. J. E. H. Dorsett, Lake- 
land, first vice president; Mrs. W. F. 
Mann, Orlando, second vice president: 
Mrs. A. J. Harvey, Gainesville, third 
vice president; Mrs. V. C. Grant, Day- 
tona Beach, recording secretary; Mrs. 
Charles Koegel, Jacksonville, treasurer 
(reelected), and Mrs. R. J. Barrett, 
Jacksonville, historian. The correspond- 
ing secretary and the parliamentarian 
will be appointed later. 

The delegates to the national con- 
vention at Chicago are Mrs. Sheffield, 
chairman; Mrs. Charles Ewing, alter- 
nate, and Mrs. Henry Dupree. 

In order to stimulate the drive for 
new members, it was voted to award 
$10 to the local auxiliary that has the 
largest membership increase during the 
coming year. The state auxiliary also 
voted to support the Junior Auxiliary 
movement. 

The auxiliary and the master plumb- 
ers’ association held a joint meeting 
on Monday morning. Seven of the nine 
past state presidents of the auxiliary 
were present: Mrs. T. H. Thompson, 
Mrs. W. E. McAndrew, Mrs. Foster R. 
Fanning, Mrs. Lee R. Sheffield, Mrs. 
V. C. Grant, Mrs. Frank Williams and 
Mrs. Lee Phillips. 


Mrs. Fanning, who is a nationai di- 
rector, gave an interesting report on 
national auxiliary activities. Mrs. Me- 
Andrew outlined the features of the 
Memorial Student Loan Fund. The 
Florida auxiliary will send $31.50 to 
the Fund. Greeting were read from 


Mrs. Robert Liss, Chicago, Ill., national 
president: Mrs. FE. D. Hornbrook, Kan- 
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sas City, Mo., past national president, 
and Mrs. J. Miller Heidweiler, Trenton, 
N. J., national treasurer. 

The state by-laws were amended to 
provide for honorary members and life 
members. Mrs. C. W. Neff, Pinecastle, 
was elected the first honorary member. 
Mrs. McAndrew gave a complete re- 
port on the progress of the Sanitation 
Committee. On Monday night there was 
a banquet and dance. 





Silver Tea Party of 
Racine Auxiliary Is Postponed 


The Women’s Auxiliary to the Master 
Plumbers’ Association of Racine, Wis., 
held its regular monthly meeting at the 
home of Mrs. J. Dickert on Thursday, 
April 25th. Cards were enjoyed, and 
refreshments were served by the host- 
ess. The next monthly meeting will 
be held at the home of Mrs. A. Ernest. 

The Silver Tea party planned for an 
early date has been postponed until fall, 
but an outing for the members of the 
Auxiliary and their families will be held 
in the early summer. 





Mrs. Cowger Entertains 
Kansas City Auxiliary 


The Women’s Auxiliary of Kansas 
City, Mo., met recently at the home of 
Mrs. William Cowger, a charter mem- 
ber of the organization, who served a 
delicious luncheon. Mrs. E. D. Horn- 
brook, president, presided at the meet- 
ing. Three new members were re- 
ceived... 





North Hudson Members 
Spend Evening at Cards 
The members and guests of the North 
Hudson (N. J.) Women’s Auxiliary had 
a delightful evening at the card party 
held at the meeting rooms on May 14. 
Appetizing refreshments were served. 





Mrs. Fannie Bryson 
Mrs. Fannie Yates Bryson, Chicago, 


wife of the late Elmer Dick Bryson, 
died May 11, following a brief ill- 
ness. The deceased was the mother 


of Ross L. Bryson, Chicago, who won 
a scholarship from the National Asso- 
ciation of Master Plumbers several 
years ago. Other survivors are Lois 
C., and Vernon W. Bryson, and a 
brother, E. D. Yates. 





Mrs. James D. Hayes entertained at 
her home in Upper Montclair, N. J., 
the members of the Montclair Women’s 
Auxillary at a card party on April 26. 
Nearly a hundred members and guests 
were present. 
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“TRIMO- 
ALLOY" 


PIPE WRENCH 
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PIPE WRENCH 





No pipe wrench made can 
. duplicate the strength and 
safety which come from 
all-alloy steel — all drop 
forged — all heat treated 
construction. Look for the 
red tag. 
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With all types of cutters these thin blade special 
analysis steel wheels can be counted on to speed 
cutting, eliminate burr. The silvered wheel with 
the red hub is your best guess for cutter wheels. 
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Use TRIMO pipe tools, cutters, 
wrenches, vises, cutter wheels 





TRIMONT MFG. CO., Roxbury (Boston), Mass. 
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Ruberoid National Advertising 
Helps Sell Asbestos Pipe Coverings 


HROUGH NATIONAL ADVERTISING, over 
10,000,000 families are constantly reading 
about RU-BER-OID Products. Thousands of cou- 
pons requesting information about RU-BER-OID- 
WATSON Asbestos Pipe Coverings attest to the 
interest which the public has in the control of Btu’s. 


MILLIONS READ 
THOUSANDS ACT 


Get the benefit of 
inquiries from these 
powerful magazines 


National advertising is only 
one part of the Ruberoid 
program to help jobbers 
and contractors make more 
sales and profits. 





TIME 
AMERICAN HOME 
HOUSE AND GARDEN 
HOUSE BEAUTIFUL 
AMERICAN MAGAZINE 


BETTER HOMES AND 
GARDENS 


COUNTRY GENTLEMAN 
COUNTRY HOME 
PROGRESSIVE FARMER 


SOUTHERN 
AGRICULTURIST 


Investigate the Ruberoid- 
Watson line of insulation - 
and asbestos block, board, 
and paper specialties. 
Some lucrative territories 
are still open for aggres- 
sive merchandisers. 


the RUBEROID co. 


500 Fifth Avenve, New York, N. Y. 


ASBESTOS 


INSULATION 





















































PRODUCTS for DEALERS 





Combination 
Sink and Cabinet 


A new combination sink and cabinet is shown in the 
accompanying illustration. The sink is of enameled cast 
iron. The cabinet is of steel. The back of the sink 
forms a 6 in. shelf. The manufacturer lists several 
items as features of this equipment. There is a storage 
compartment in the center of the cabinet. At each end 
of the cabinet there is a revolving enclosure having two 
shelves and a utensil drawer. The sink well is oval in 
shape. The faucet is of the swinging spout type, with 
metal handles and a lift-off metal soap dish. This new 
sink is made by Standard Sanitary Manufacturing Co., 
of Pittsburgh, Pa. 


Improved Shallow 
Well Pump 


The pump illustrated is one which features a detach- 
able pump end. The design of this pump end is intended 
to allow its removal by the loosening of two clamping 
bolts without disturbing either the suction or discharge 
piping. It is stated that the piston and piston rod also 
may be removed in the same manner, and that pump ends 
of different sizes are interchangeable. The pump is de- 
scribed as being fully automatic, smooth and silent in 
operation. It can be removed and sterilized in a con- 
tainer for use with various liquids. M. E. Shetler & 
Sons Co., 509 Stone Street, Flint, Michigan, announces 
this equipment. 


Acetylene Soldering 
and Brazing Torch 

The accompanying illustration shows an acetylene and 
air torch which is designed for heating, heavy soldering 
and brazing. Features listed for this equipment are 
portability and compactness. Also, it is described as 
being unusually handy where work in close quarters 1s 


Below is a combination sink and cabinet 





Improved shallow well pump 





encountered. The manufacturer indicates that the torch 
is of all brass construction, is equipped with a remov- 
able head, a shut-off valve and has a large range of tips 
designed to make it possible to produce from a needle- 
point flame to a large, brush type flame. Acetylene gas 
is generated in the tank, which, it is stated, is equipped 
with a gas filter and is portable. The maker of this item 
is the Gasweld Equipment Company, 625 Jackson Boul., 
Chicago, II. 


Automatic Gas 
Water Heater 


Pictured in the accompanying illustration is an auto- 
matic gas water heater which is intended for use in 
apartments, office buildings, hotels, factories and the like. 
It is designed to meet heating requirements up to 140 
gallons per hour. Among the features mentioned in 
connection with this equipment are compactness and sim- 
plicity of controls. The heating unit is described as con- 
sisting of a main combustion chamber, five individual 
flues with integral heat conductors, and a heating dome, 
the idea being to produce heat under, through and above 
the water in the tank. The pilot is equipped with an 
automatic control, the function of which is to shut off 
the main burner gas supply, in the event that the pilot 
becomes extinguished for any reason. The announcement 
of this heater comes from the Premier Heater Division 
of Crane Company, located in La Porte, Ind. 


Metallic Gasket 
Announced 


A new metallic gasket has recently been placed on the 
market, designed to withstand extreme pressure, tem- 
perature change and vibration. This is shown in the 
accompanying illustration. A feature of this gasket 
is that the faces are provided with crossed, raised 
ribs which are described as being ductile and resilient, 
and which are intended to set themselves into tight con- 


Water heater 


a% 


: 


Soldering and brazing torch 
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Colored valve wheels 
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Adjustable shower arm 





Above, Metallic gasket is announced. 


Lower illustration above shows ad- 
justable guide arm for closet tanks 


tact with the flange face under small bolt pressure. The 
manufacturer indicates that this gasket is available in 
several different shapes and materials. It is made by 
Goetze Gasket & Packing Co., New Brunswick, N. J. 


Adjustable 
Guide Arm 


The accompanying illustration shows a new adjustable 
guide arm for closet tanks, which recently has been 
placed on the market. The design of this equipment is 
intended to permit complete adjustment to be made at 
one point. The adjustment itself is made by means of 
the thumbscrew. This device is made for | in., 1% in., 
and 1% in. overflow tubes. Hindley Manufacturing 
Company, Valley Falls, R. I., makes it. 


Colored 
Valve Wheels 


Shown in the accompanying illustration is a new type 
of valve wheel which is described as being molded of 
colored plastic materials. ‘The purpce of this idea is to 
designate valves for steam, water, air or any other fluids 
and gases by distinctive colors. Five standard colors, 
namely, blue, red, black, green and gray, are offered, 
unmarked and with five standard service markings 
molded in relief. Wheels of special colors or with spe- 
cial markings also are available, it is stated, to make the 
wheel adaptable for use on valve equipped apparatus. The 
manufacturer states that these valve wheels are strong, 
sanitary, permanent in color and pleasing in appearance. 
Jenkins Bros., 80 White St., New York City, are the 
manufacturers. 


Adjustable 
Shower 


The shower shown in the accompanying illustration, 
which has just been placed on the market, is described 
as being adjustable to any desired height, as well as in 
the direction of the spray. It may be used as a tub filler 
without the use of extra valves, and is said to comply with 
all sanitary laws and regulations in the matter of back 


New carbide emergency 
light has been placed 
on the market recently 


syphonage. Long-wearing joints, simplicity of design 
and easily replaceable packings are features listed for its 
design. This shower is manufactured by Milwaukee 
Flush Valve Co., 301 E. Reservoir Ave., Milwaukee, 
Wis. 


New Carbide 
Emergency Light 


In the accompanying illustration is shown a new car- 
bide light which has just been placed on the market and 
which was designed for emergency use. The light weighs 
40 Ib. when fully charged. It takes a 134 lb. charge 
of carbide which, it is stated, is sufficient to last tor 
three hours, producing illumination rated at 8000 candle 
power. The unit is described as having a height of 3% 
ft. when fully extended for use, and of 28 in. when 
folded. A universal joint is provided so that the re- 
flector may be shifted to any angle and folded down 
when not in use. Also, the unit may be carried by a 
handle above the carbide hopper. One of the features 
attributed to this new light is that by utilizing the gas 
pressure to automatically regulate the flow of carbide 
into the water, it is possible to operate the light inter 
mittently. The manufacturer states that the tank ts 
built of eighteen-gauge sheet steel, welded and hot 
dipped in lead. The maker of this unit is National Car- 
bide Sales Corporation, Lincoln Building, New York 
City. 


Vanishing 
Cleansing Cream 


A new vanishing cleansing cream has just been placed 
on the market which its described as being capable of 
forming an invisible glove, protecting the skin against 
dirt, paint and grease. It is said to be entirely harmless 
and non-irritating to the skin. When rubbed on the 
hands it apparently disappears, leaving them dry and 
free from any feeling of stiffness or greasiness. It is 
stated that all dirt and grime can be washed away with 
running water, leaving the skin soft and clean. This 
product is made by E. I. du Pont de Nemours & Co., 
Inc., Wilmington, Del. 





140 DOMESTIC ENGINEERING June, 1935 








eae cleansers will ruin my surface—and | 
the dealer who sells me will get the blame! | 
Don’t let this happen to you! Recommend Old 
Dutch . .. made with Seismotite.* It keeps me 
ae clean and unscratched.” 





























You know that the lovely porcelain surfaces 
of the fixtures you install are really glass fused 
onto metal. For the sake of your own reputa- 
tion, they must remain smooth, beautiful and 
new-looking through years of satisfactory ser- 
vice. That’s why it pays to recommend clean- 
ing only with Old Dutch — the one cleanser 
that passes the scientific “Glass Slide Test.” 


This test proves Old Dutch won’t scratch. | 
| WELCOMES - 


Here’s how you do it: 








Place a little Old Dutch between two the Members, Families 
pieces of glass and rub them together. You | and Friends of the 
wont feel or hear the scratching of harsh 


gritty particles because there are none in | NATIONAL ASSOCIATION 
Old Dutch. Then do the same test with an | 
ordinary cleanser. You'll hear it grind, and OF MASTER PLUMBERS 


youll find minute scratches in the glass. 





| meeting in convention at 

Old Dutch is absolutely safe to use on any the World’s Largest Hotel 
surface water will not harm because it is June 25 to 27 inclusive 
made with *Seismotite—a scratchless clean- | 
ing and polishing material that is 
scientifically processed and com- 
pounded with other valuable in- 
gredients. Trust Old Dutch to pro- 
tect your products and good name. 
It prolongs surface lifetime; saves 
money, time and work... the larg- 
est selling cleanser in the world. 


THE Stevens is an ideal Chicago 

home for visitors. Its spacious quarters 

| —restful and homelike—make a fine place 

| to meet and entertain friends and busi- 

| ness associates. Four dining rooms— 

| delicious meals at popular prices. Enter- 
| tainment, dancing. 


The STEVENS 
CHICAGO 
MICHIGAN BLVD. 7TH to 8TH STREET 
3,000 OUTSIDE ROOMS—3,000 BATHS—$3.00 UP 


‘ 
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This section gives a report of the latest news of selected auto- 
matic heat and air conditioning products. Sales helps such as 
these work to open up new and increasing markets for dealers. 


Automatic 
Oil Furnace 

The accompanying illustration shows a view of a new 
automatic oil burning furnace which was placed on the 
market recently. This equipment has been designed to 
supply domestic hot water through an indirect heater at 
«a low temperature, and also to furnish hot water heating 
at a higher temperature through coils in the steam cham- 
bers. The boiler is of arc welded steel. Included in the 
manufacturer's list of special features are an automatic 
low water safety cut-off, continuous oil atomization an: 
a quick steaming principle. Compactness and quietness 
in operation also are features of this equipment. It 1s 
manufactured by May Oil Burner Corporation, located 
at Maryland and Olive Sts., Baltimore, Maryland. 


Induced Draft 
* 

Cooling Towers 

This illustration shows one of a line of induced draft 
cooling towers which has just been placed on the market. 
These towers are designed to have a capacity ranging 
from 5 to 200 gallons per minute. It is stated that low 
pressure clog-proof nozzles are used to secure water dis- 
tribution in these new cooling towers. The purpose of 


the nozzles is to spray a-finely atomized mist of water 


downward through upward currents of air, which are 
induced by fan assemblies placed at the top of the tower. 
The number of fans used in connection with any one 
tower depends upon the tower size and capacity. The 
fans are individually driven by motors which are de- 
scribed as splash and weather proof at a speed of approx 
imately 450 r. p. m. It is stated that the tower consists 
of a heavy steel frame surrounded by a sectional, cop 
per-bearing, galvanized steel housing, asphalted and 


Below: Automatic oil furnace 


Induced draft cooling towers 


aluminum painted inside and out. The manufacturer 
points out that standardized features allow these units 
to be assembled quickly and easily on the job. The an- 
nouncement of this equipment comes from the Binks 
Manufacturing Company, 3114 Carroll Ave., Chicago, Il. 


Ceiling Type 
Cooling Unit 

The accompanying illustration shows one of a line of 
improved ceiling type unit coolers. It is said that the 
circular adjustable grille provides directional air control, 
either up, down, to the right or to the left, permitting 
concentration of the cooled air in any direction. One of 
the features listed for this unit is that the front panel is 
hinged and, when opened, exposes the expansion valve 
and coil. 
taurants, offices and the like. 


It is made to be suitable for use in stores, res 
The line consists of four 
sizes of units ranging from one ton of cooling capacity 
tc tour tons. The manufacturer states that all connec 
tions are made in the back of the unit where the drain 
and supply and return refrigerant lines are grouped to 
gether at the base of the fan support. A description of 
the unit indicates that it may be used singly or in mul 
tiple with a remotely located compressor. This equip 
ment is designed to permit the use of Freon, Methy! 
Chloride, or cold water as refrigerants. It is made by 
the Ilg Electric Ventilating Co., 2850 N. Crawford Ave., 
Chicago, Il. 


Oil Burning 
Water Heater 


The item shown im the accompanying illustration is 


deseribed as being a fully automatic oil burning water 


Ceiling type cooling unit 
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Oil burning heater 


heater. It is equipped with what is called a constant level 
oil valve and thermostat, designed to maintain a uniform 
temperature throughout the water in the tank by auto- 
matically increasing the flame when water is withdrawn 
from the tank, and decreasing the flame when the proper 
temperature is reestablished. It is stated that a safety 
control is also provided to shut off the flow of oil in 
case of an emergency. ‘The burner is described as being 
of a simple pot type, with an adjustable air control and 
removable pot. An automatic draft regulator is also a 
feature of this equipment. Furnace oil, range oil and 
kerosene are listed as fuels which may be used with this 
equipment. Specifications for this burner indicate a 
storage capacity of 30 gallons and a heating capacity of 
38 to 45 gallons per hour (80 degree rise). The an- 
nouncement of this water heater comes from Hoffman 
Gas & Electric Heater Company, 1701 Dixie Highway, 
Louisville, Ky., which manufactures it. 


Heat Calculating 
Slide Rule 


The accompanying illustration shows a device which is 
said to work like a slide rule and read like a chart. It 
is designed for making practically all calculations for 
heating and air conditioning. It is stated that this device 
combines the fundamental variables involved in any heat- 
ing calculation in such a way as to give an answer di- 
rectly in Btu. loss per hour or its equivalent in hot water 
or steam radiation. Losses due to radiation or air infil- 
tration may be computed with the aid of this device. A 
partial list of the calculations which this rule is designed 
to make includes area and room volume for any ceiling 
height, gross wali area, hot water radiation, steam radia- 
tion, cubic feet of air per minute delivered by blower 
systems, friction losses in ducts for any combination of 
air volume and size of duct and other similar calculations. 
The maker of the item states that it begins with figuring 
areas and volumes of buildings and ends with figuring 


New domestic stoker announced 


June, 1935 





Recorder for low pressure ranges 


required heating or cooling effect, duct sizes, velocities, 
etc. The device is made by the Calculator Specialties 
Co., 122 S. Michigan Ave., Chicago. 


New Domestic 
Stoker Announced | 


The stoker shown in the accompanying illustraticn has 
been designed to fill the need for a slightly larger auto- 
matic coal burner of the domestic type. It is described 
as having a high-gloss maroon finish, a sectional rectan- 
gular retort, inside and outside air ports, and a statically 
and dynamically balanced cast aluminum fan with air 
stream inlet control. A feature listed for this new stoker 
is a completely automatic time clock thermostat. It is 
equipped with a stack switch, the purpose of which is to 
prevent the fire from going out during the night. A 
limit control is also provided which is intended to pre- 
vent overheating in case a window is opened near the 
thermostat. The Link-Belt Company, 910 S. Michigan 
Ave., Chicago, Ill., is announcing this equipment. 


Recorder for Low 
Pressure Ranges 


The accompanying illustration pictures what is de- 
scribed as a supersensitive recorder for low ranges of 
pressure. This instrument is designed to provide for the 
recording of ranges of pressure, draft or differential be- 
tween 0 to .1 in.; 0 to .2 in.: 0 to .3 in. and 0 to .4 in. 
of water. The actuating mechanism listed for this item is 
a 7 in. diameter, round, slack-leather diaphragm which, 
according to the manufacturer, contains more than 30 
sq. in. of area and is attached to the pen arm in the 
simplest way possible. The pen arm is intended to hang 
vertically and to touch the chart with a minimum and 
uniform amount of friction. The manufacturer states 
that the case is of cast iron and sheet steel, is dust tight 
and is equipped with lugs for wall mounting or flange 
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fer flush mounting on an instrument panel. The recorder 
is designed for strength, accuracy and sensitivity. Uses 
listed for this equipment include recording draft changes 
in metallurgical furnaces, glass furnaces and the like; 
recording flow of gas at low velocities and low static 
pressures, and recording variations in specific gravity of 
gases flowing through a pipe. The Hays Corporation, 
located in Michigan City, Ind., is the manufacturer. 


New Air Filter 
Developed 


A new filter has just recently been announced as a 
new development. This equipment has been designed 
to make use of animal hair as a filtering element. The 
animal hair is obtained as a by-product of the packing 
industry and is treated to prepare it for this purpose. 
Included among the features listed for this filter, which 
is of the cell type, are a high dust-removal efficiency, low 
resistance and a high dust holding capacity without a 
great increase in resistance. The idea of the ‘Spider 
Web” design is to leave larger open spaces near the out- 
side margins of the cell where, it is stated, the air resist- 
ance is higher, thus making possible a more uniform 
flow of air over the face of the cell. A description of 
the cell indicates that the central portion is built up of 
fibers which have a high resiliency, in order to maintain 
the body of the filtering element in its expanded condition 
against the sides of the container. The outer portion of 
the filtering media is treated with a fixative so as to main- 
tain the form of the entire pad. The back portion is 
treated with oil for catching and retaining the dust, so 
that dust particles, when filtered from the air, are held 
inside the cell. Ease and simplicity in handling are other 
features listed for this item. The manufacturer of the 
new air filter is Wilson & Co., Inc., 42nd St. and S. 
Ashland Ave., Chicago, III. 


Overhead 
Humidifier 


This illustration shows a lately announced automatic 
overhead humidifier. Featured in its design are waved 
ledges and a tapered bottom, which are intended to in- 
crease evaporation. The water inlet tube is placed be- 
low the water level, which is said to prevent clogging 





Overhead humidifier is shown in this illustration 


of the tube. The item is designed to fit any furnace, 
and leak proof joints are described as a feature of its 
construction. Ease of installation also is mentioned in 
connection with this equipment. It is manufactured by 
Premier Warm Air Heater Company, of Dowagiac, 
Mich. 
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Nu-Way ‘Genii’ Automatic 
Hot Water Heater. 


Easy to install. Controls combus- 
tion chamber and water storage 
tank all assembled at factory. Effi- 
ciency 50% to 70% saving over gas 
in most communities. Burns Number 
1, 2. or 3 Fuel Oil. A quality prod- 
uct with many outstanding sales 
features. 


Sell Quality 


TT Here are hundreds of quality buyers still in this 
country of ours—people who either have tried price 
buying and have found by bitter experience of inferior 
quality, or people who always have known “something 
for nothing is impossible.” The quality market is and 
always will be with us. 

The quality market is the profit market for agencies 
who employ salesmanship. If you are interested in a 
profit in 1935 and 1936, you should choose a quality 
product—a product with merit—a product that is effi- 
cient—a product that will appeal to quality buyers. 

The new LD-25 Nu-Way “Genii” Automatic Oil Burner 
fulfills the requirements of this quality market. It is 
attractive and efficient. 

Decide today that YOU are interested in profits and 
not only volume. Sell quality. Send the attached 
coupon—let us tell you more about this complete line 
of Nu-Way Automatic Oil Burners and Water Heaters. 


The NU-WAY CORP. 
ROCK ISLAND, ILLINOIS 


— 


SEND THIS COUPON 


Gentlemen: 














Signed 
City 


State 





Send us your new 1935 catalog and more in- 
formation about the quality oil burner market. 
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the Hew — 


Master kraft 
TRIPALATOR 


Fuel Oi Sep- 
arated into Fine 
Globules Here 








inte Finer Glo 
ules Here 


2 Fuel Oil Churned | 









Fuel Oil Broken 
inte Millions of 
Finest Globules 


3 It is making 
Amazing Sales! 


This exclusive Master Kraft feature is doing a real selling 
job. It is one of the greatest oil burner inventions in 
years. Backed by powerful advertising it is attracting 
tremendous public interest—nearly 500 inquiries from 2 
newspaper ads in one city alone! Here's an exceptional 
profit-making opportunity. Complete details upon request. 


HARVEY-WHIPPLE, INC. 


657 Emery Street Springfield, Mass. 
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| @ This man is pleased. He's | 
| juste replaced his out-of-date a 
heating equipment with 
Modine Unit Heaters. It took 
less material, less labor, less 
time to install them—because 
Modines are suspended directly 
from the steam line. Instead 
of wastefully overheating ceil 
ings and walls they deliver 
heat downward floors and 
working zones are evenly and 
healthfully heated. Write for 
free book. 


HAAHCAVTLANLALAANL 
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+P 
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Modine Manufacturing Co. 
Dept. 10 ¢ Racine, Wis. 


co NEW M OD | N UNIT HEATER 
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New Tank Type 
Cleaner 

A new portable tank type cleaner is shown in the 
accompanying illustration. This is designed for vacuum 
cleaning, blowing and spraying. It is fitted with a 12 
gal. steel tank which, when the equipment is being used 
as a vacuum cleaner, is intended to catch the heavy dirts, 
metals, filings and the like, allowing only the fine dusts 
to be drawn into the bag. The idea of this design is to 
prevent heavy materials from passing through the fan 
and injuring the fan blades. Also, the manufacturer 
states that the collection of material in the tank can be 
salvaged easily. The 1 h. p. motor and 7 in. fan are said 
to be capable of creating a vacuum of 46% in. waterlift, 
and when used as a blower, of delivering a stream of air 
at the nozzle of 25,200 ft. per minute. The manufacturer 
states that attachments for spraying paints, insecticides 
and other liquids are available. The weight of the ma- 
chine is listed at 40 Ib. It is made by the Ideal Com- 
mutator Dresser Company, Sycamore, III. 


New Gate Valve 
Announced 

The gate valve shown in the accompanying illustra- 
tion has just been placed on the market and is especially 
built for convector radiators. It is designed to offer a 
compact straightway valve that can be used within the 
restricted dimensions found in enclosures. A_ female 
union on one end is intended to facilitate installation 
when a bottom connection is used on radiators of this 
type. A male thread on the other end screws directly 
into the convector before the latter is set in position. 
Described as being adaptable to both steam and _ hot 
water systems, the valve is of the packed type and 1s 
finished in rough brass. <A long stem is provided to 
make the handle easily accessible in the opening beneath 
the enclosure and the handle itself is made of special 
composition designed to be non-heating. American 
Radiator Company located at 40 West 40th Street, New 
York City, is the manufacturer. 


New, Static Pressure 
Control Announced 

The accompanying illustration shows a static pressure 
regulator which is designed for applications requiring 


New tank type cleaner 


New gate valve announced and 
shown in the illustration below 
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New static pressure 
control is illus- 
trated above 


Portable air conditioning unit 


accurate control of low pressures which normally do not 
exceed one inch of water above or below atmospheric 
pressure. This control is said to be most useful in main- 
taining a constant static head in air distribution systems. 
It is described as employing an inverted bell, immersed 
in oil, as a means of actuating contact. A push rod which 
is integral with the inverted bell extends up through the 
top of the bell housing into the head of the control, 
where, it is stated, the movement of the bell caused by 
pressure variation, is transmitted to the control contacts. 
It is indicated that this regulator may be used not only 
as a static pressure controller, but also as a draft con- 
troller or a differential controller, depending on certain 
differences in the manner in which the connections may 
be made. One of the features listed for this item is that 
pressure connections may be interchanged quickly and 
easily to accommodate the three types of control. The 
scale is described as being graduated both above and be- 
low atmospheric pressure and is designed for adjustable 
differential and selective scale setting. The manutacturer 
of this new static pressure control equipment is the 
Minneapolis-Honeywell Regulator Co., which ts lo 
cated at Minneapolis, Minn. 


Portable Air 
Conditioning Unit 

The item shown in the accompanying illustration is 
listed as a portable air conditioner. It is designed to 
cool, circulate, deodorize and purify the air in a room or 
office. This unit is described as being compact, entirely 
portable, and is intended for use with any A. C. house 
lighting circuit. Other features listed as being outstand- 
ing for this unit are the walnut finished wooden cabinet, 
stream line grille and low and high volume speed control. 
This equipment is designed to produce a cooling effect 
by using the air from the lower level of the room. It 
forces it through a steel wool filter and sets up a positive 
circulation. It is pointed out that the over-all dimensions 
of the cabinet are 32 in. wide, 16 in. deep and 36 in. high, 
and that the unit is capable of circulating 900 cu. ft. ot 
air per minute. Its weight is set at 125 Ib. The Crossley 
Air Conditioning Corporation, of Cleveland, Olio, is the 
manufacturer of this portable air conditioning equip 
ment, 
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KEEP in STEP 








with CADET 





Now that the CADET Auto- 
matic Burner has brought the 
convenience, the comfort, the 
cleanliness, the economy of auto- 
matic heat directly within the 
grasp of every home - owner, 
progressive heating dealers 
everywhere are joining the big 
new parade to PROFITS 
which the CADET has created. 


The CADET Automatic Burner 
enables you to sell your trade 
simple, efficient, low cost auto- 
matic heat for jess than $: x 
plus a small installation charge 
At the same time you net your- 
self a profit exceeding 50°, on 
each sale. In two or three 
hours the CADET is com- 
pletely installed. Three sizes 
meet the requirements of the 
smallest home or the smal! 
apartment 


CADET 


Consider these outstanding fea- 
tures of the CADET Automatic 
Burner: 1. Burns Coke—even 
coke breeze. 2. Only one mov- 
ing part. 3. Easy installation 
and removal. 4. Low initial 
cost. 5. Simple in design and 
operation 6. Same comforts 
and conveniences provided by 
costly equipment. 7. Cutting of 
heating plant unnecessary. 8 
Extremely quiet, mounted on 
rubber. Price includes Burner, 
Thermostat, Limit Control, 
Electric Clock, Specia! Grates, 
Grate Frame, Relay, Clean-out 
Door, Transformer and Wiring 
for Thermostat 


Keep in step with CADET 
Automatic Burners join 
the CADET parade to profits 

. NO Write for the 
complete details TODAY 





AUTOMATIC BURNER 









Manufactured by 


STO-COKE 
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1511 East Michigan St., Indianapolis, Ind. 
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Circulation— 


(Continued from Page 66) 


f.p.m. Slightly higher velocities are desirable with 
plaques than should be used with grilles owing to the 
advantages gained by sending the air out radially from 
the plaque in a slightly greater circle thus securing bet- 
ter mixture with the room air before the cooled air be- 
gins to drop. Fig. 4 shows a typical detail of one style 
of plaque. 

Special fixtures may be made of almost any design, 
may be round, square or oval and may or may not be 
combined with lighting. They operate in the same man- 
ner as the plaques but usually do not have a free open- 
ing around the perimeter in which space some sort of 
bar grating frequently is employed, so that the diameter 
of the fixture must be made about one-third larger than 
a plaque—assuming that the bars take up about one- 
third of the free perimeter area—or else the depth below 
the ceiling must be increased in order to obtain an 
equivalent outlet area. Fig. 5 and Fig. 2 illustrate de- 
signs for such fixtures. 

















LARGE AIR QUANTITIES IN THEATERS 
“‘Slickest Poster Threader 
I ever used, this In theater work there are very large quantities of air 

to be introduced through the ceiling and, while the ceiling 
4 | eo} | ee height over the orchestra is sufficient to secure fine 
mixing with the room air before the cooled air reaches 

the floor, over the balcony and under the balcony are 
two places which require careful treatment. In both 
these places the ceiling is likely to be very close to 
the floor especially in the rear of the balcony and great 
care must be exercised to prevent cold drafts in these 








Asx the man who has used one. 

"Lightest die | know—twelve tough pounds, and 
| mean tough. 

"Clever work-holder on it. Set it to pipe size, 








shove it on the pipe and it centers and tightens locations. 

with one screw. Quick and easy and just right. The first thing done is to determine the total air re- 
"Chaser locks all inside—no springs to bust off. quired to remove the heat generated and transmitted and 
“And a swell ratchet lever, snaps into forward or then, as a check, to divide this by the number of seats 
reverse. Or turn it to locked position, and I've and standees; generally the air per person will run be- 
- a solid die. : tween 20 and 30 c.f.m. Then the air is proportioned 
I've never cut cleaner threads—over-size, under- over the ceiling so that the portion of the main ceiling 


size, drip threads, short nipples. Any old kind 
of pipe. 
"And Rim@mip's a good looking tool, too— 
some satisfaction in keeping it cleaned up.” 

It is a distinctly better tool. Examine it at 


over the orchestra will supply the air necessary for the 
people in the orchestra in front of the front line of the 
balcony; the portion of the main ceiling over the bal- 
cony is then supplied with sufficient air for the balcony 


your Jobbers before you buy your next and the ceiling under the balcony is supplied with sufh- 
threader. cient air for the portion of the orchestra under the 

THE RIDGE TOOL COMPANY balcony plus the standees. 
ELYRIA, OHIO, U. S. A. The ceiling inlets are placed toward the proscenium 


arch, in preference to away from this arch, so that the 
air, in moving toward the rear of the theater where 
most of the exhausts frequently are located, will flow 
against the faces of the audience rather than against 
the back of the neck. In fact nothing makes more 
trouble than a cool air flow against the back, while the 
No. IR one handle, Also| Same air flow against the face, produces no discomfort 
made two handles. For 1”| whatever. 














to 2” pipe. The exhaust outlets for the balcony are frequently 

Chaser locks safely en- placed in the step risers, or mushrooms are used under 
closed. Full-floating posts eae 

carry no load. the seats. A little exhaust is taken out of the orchestra 

PIPE pit and mushrooms are used in the front portion of the 

orchestra with exhaust grilles along the standing rail 








T oO oO i & in the rear of the orchestra. Other exhaust grilles may 
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ET re ae gS Fig. 6—Cross section of the- 
ater which it is desired to 
| air condition 
i 
i 
| Spoce above Hung Ceiling 
a and allowing the air to sweep 
back toward the balcony step 
riser grilles or mushrooms. 
Balcony 
rset nieces PROBLEM No. 13 
| In the theater shown in Fig. 6 
| aTOgGS it is desired to install a regular 
|| Lobby theater air conditioning system 
| | 200 Stondées Orchestra , , a ae 
1500 Seors suitable for year-round opera- 
tion and with a total number of 
Ventilation Spoce occupants of 3,000, the lighting 
amounting to 100,000 watts and 
the roof wall and floor transmis- 
sion, for 15 degrees below the 
be placed along the side walls on the aisles at the floor outside temperature, of 65,000 Btu. per hr. 
and under the boxes where opportunity offers. Only wikia 
< , , :; ’ SOLUTION 
about 75 per cent of the air need be provided for in the 
exhaust outlets and these may be run as high as 300 In the above problem there is no sum effect to be 
to 400 f.p.m., without causing noticeable drafts. considered and it will be assumed that the inside condi- 
It has proved to be an absolute necessity to use tions, when the outside is at the maximum of 95 deg. 
plaques or special inlet fixtures under the balcony with Fahr. and 50 per cent relative humidity, will be about 
these spaced fairly close together and with low velocit- 80 deg. Fahr. and 50 per cent relative humidity. The 
ies. Over the balcony some advantage can be gained by lighting of 100,000 watts will be taken at about 4% of 
placing the inlets out toward the front of the balcony — the total connected load which is assumed as about the 












No. 375 — Ideal Convector 
Gate Valve. Finish: Rough 
Brass; equipped with deluxe, 
black, non-hesiing handle. 


STEAM AND HOT WATER 


The small space between the Convector radi- 
ator and the floor ~— often less than 6 inches 
— has hitherto been a problem in the installa- 
tion of the valve. The new No. 375 Valve has 
been designed to meet these requirements. The 
male thread screws directly into the Convector 
bottom connection. The female tail piece is 
screwed onto the stub. On installation, the tail 
nut is tightened. That is all. No other fittings 
or unions are needed. Valve bonnet does not 
have to be disassembled from body. Labor and 
cost of extra material are saved. 




















No 375 Valve comes in % oe” 1” and ] , to Indicating how the Ideal Convector 

‘ F male — « . Valve is connected to any Convector. 
It is low priced. Use it on your next job. Order Gites Dentin te eae eneueaiie 
from your jobber, or write to— through inlet arch of enclosure. 





AMERICAN RADIATOR COMPANY 


40 West 40th Street, New York, N. Y. 


Division of AMERICAN RADIATOR & STANDARD SANITARY CORPORATION 
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largest portion of the lighting that will be in use at any 
one time for an extended period. ‘The heat to be re- 
moved, then, will be seen to be generated by three sep- 
arate sources: the transmission through the walls and 
roof, the electric heat, and the body heat of the occu- 
pants. Setting these down first in order to determine 
the amount of air necessary gives the following: 

Walls and Root 65,000 Btu. 

lectricity 


100,000 watts * 3.4.... 85,000 
4 
Body—sensible 
215 Bea. ~ 3.000...... 645,000 
lotal heat to be removed...... 795.000 Btu. 
Total heat to be removed. .....795,000 Btu. per hr. 
Adding 10 per cent for safety. . 79,500 


which air quan 
~.874.000 Btu. 


[f the air is inserted 15 degrees below the room tem- 


lotal heat on 


tity is based . rele 


perature (because of having a high ceiling) the quan- 
tity of air required to remove one Btu. in warming up 
to the room temperature is approximately 4 cu. ft. 
Cherefore the total quantity of air required will be 

$74,500 Btu. + or 3,498,000 cu. ft. per hr., 

OT 

3.498.000 / 60 or 58.300 ¢.f.m. 

This is a ratio of 
58,300 / 3,000 or 19 plus c.f.m. per occupant 


and 58,300 /13.34 is about 4.371 Ib. per hr., sav 4,370 











The W orld’s 
Finest Ol 
Rurner 











The WAYNE “Mistoil” Burner 


rg’ 

THE WAYNE is custom built, 
ruggedly individual, distinctive in design. 
It is not “assembled”—but completely 
engineered and built in Wayne’s exclusive 
oil burner factory. One universal model 
handles all domestic installations which 
means less stock to carry—less investment. 
Write for bulletins today. 


Wayne Oil Burner Corporation 
FORT WAYNE, INDIANA 





Fastern Offices and Warehouse: 63 Flathush 
deenue Ext., Brooklyn, New York 
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It will be assumed that the customary 75 per cent re- 
circulation will be employed and in this case the cooling 
of the outside air will amount to 

25% X 4,370 |lb., reduced to the washer tempera- 
ture and the dehumidifying of the return air will con- 
sist of removing the moisture added by the occupants 
which is equal to the following per pound of air cir- 
culated : 

175 Btu. & 3,000 « 7,000 

——__—_—___---————- or 14 grs. approx. 
O00 & 1,000 Btu. & 4,370 Ib. 

lt has been shown in the previous chapter that with 
/5 per cent recirculation and 14 grains per pound added 
to the air in the room, the washer temperature with by- 
passing must be about 46 deg. Fahr. and that the per- 
centage of the total air passing through the washer will 
be around 44 per cent. Of this 44 per cent passing 
through the washer 25 per cent is outside air and the 
halance of 19 per cent (44% — 25% ) is recirculated air. 

Cooling the air then amounts to 

Outside air 
25% * 4.370 Ib. (95 deg. Fahr.—46 deg. Fahr.) «0.24 

200 Btu. 
or 64.2 tons 
Recirculation air 


Lo”), & 4.370 Ib.,.* (80 deg. Fahr.—46 deg. Fahr.) «0.24 


200 Btu. 
or 33.8 tons 


Total refrigeration load for cooling... . 98.0 tons 








There are QUICK PROFITS 


in Tank Heater Installations 
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Install the METAPHRAM #H-3 
REGULATOR FOR TANK HEATERS 


A new regulator of real “National” quality and de- 
pendability at a low price in keeping with the job it 
is designed to handle. Ask for prices and hook-up 
diagram which insures absolutely automatic and 
gradual control of all types of coal-fired tank heaters. 
Full stock carried in New York, 210 E. 45th St. 










NATIONAL REGULATOR CO. 


A en ee een 


2317 KNOK AVENUE, CHICAGO 
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Dehumidifying the air then amounts to 
Outside air 
25% X 4.370 Ib. 


7,000 g¢. « 200 Btu. 


(128 g. 46 g.) & 1,000 Btu. 





or 63.5 tons 
Recirculation air 
19” xX 4.370 Ib.. 


nr ns — —— 


(78 o 46 &.) 1.000 Btu. 


7,000 g. * 200 Btu. 
or 18.9 tons 


Total for dehumidifying air.......... 82.4 tons 


TOTAL REFRIGERATION FOR 
FAs UR Se cece cies 
Refrigeration per 1,000 occupants 
180.4 tons 3,000 » 1.000 or 00 tons (plus r. 
The usual ratio of tonnage per 1,000 occupants usu- 
ally varies between 60 and 70 tons in theater work. 
As far as incorporating the system in the building is 


180.4 tons 


concerned, downward ventilation will be used and the 
supply ducts run above the hung ceilings over the main 
auditorium and under the balcony. In order to reduce 
the cost, a plenum space for exhaust air will be used 
under the main floor and in the space under the bal- 
cony. Into this space exhaust air will be admitted 
through mushrooms located so that the exhaust will be 
removed at the locations thought most desirable. In the 
main ceiling grilles will be used with a velocity of about 
300 f.p.m., and placed throughout the ceiling area in as 
well distributed a manner as the construction of the 
ceiling will permit. In low spaces plaques will be used 
and, in moderately high spaces, circular fixtures. 


APPARATUS ASSUMED PLACED IN PENT HOUSE 


In this particular instance the apparatus will be as- 
sumed to be placed in a pent house on the roof although 
it may be placed in the hung ceiling space just on the 
room side of the stage wall, if care is used to prevent 
noise reaching the audience, or it may be located in the 
hasement if sufficient space of suitable height can be 
found. In the case of a pent house the space usually 
can be arranged to suit the equipment and the height is 
practically unlimited. 

The illustration marked Fig. 3 shows the duct sys 
tem as designed, with the air quantities arranged in pro 
portion to the number of occupants within the range ot 
each outlet. The exhaust from the main floor is carried 
up to the roof in the rear of the boxes and the exhaust 
from the gallery is carried up the rear of the auditorium 
and across in the hung ceiling so as to unite with the 
exhaust from the main floor. The combined exhaust 
is then run up past the pent house with an opening into 
the outside air intake for the supply tan so that any 
proportion of the exhaust up) to 75 per cent can be re 
circulated ; a free exhaust is carried past the pent house 
and discharges to atmosphere through a control dampet 
Fresh air enters the pent house through the louvred 
damper shown and any amount of fresh air can be used 
from a minimum of 25 per cent up to a maximum of 
1OO per cent 
culated, finds its wav out through the doors and cools 


The 25 per cent of cooled air, not reci 


os 


the entrance which Sa ood advertisement 





ENGINEERING 149 


“MILWAUKEE” 


SP eta! ZED 


MODERNIZATION 


UNITS 
CUT HEATING 
OO LOW) * 


Types to fit all standard makes of Radiator Valves 
and Thermostatic Traps 








SERIES No. 26 A 


For Diaphragm type traps hav- 
ing raised flat seats. 





SERIES No. 27 C 


For tene bedy Sellows type 
traps and other types empley 
ing muttipie diaphragm con. 
struction 





SERIES No. 26 B 
Fer Diaphragm type traps hav 
ing tapered seats. 





oO. Standard Radiator Valve Bor 
For Vertical type traps with net Replacement for  vaive 
inboard diaphragms where seats bodies having inside threads 
are recessed 





SERIES No. 27 8 
For Bellows type trags where 
bellows has more than seven 
convelutions and for ether 
types of traps having multipic 
diaphragms 


SERIES No. 29 UA 
For shert Bellows type or other 
packiess construction Radiat 
Vaives having badies with out 
side threads 


Send for folder describing the complete line of “MILWAUKEI 
Specialized Modernization Units 


MILWAUKEE VALVE COMPANY 


MILWAUKEE WISCONSIN 


"MILWAUKEE Bronze Valves 


Manutacturers of 


Heating Special? es APPROVED 
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Sales Helps Offer Aid to 
Dealers— 


Loose-Leaf Folder 
Tells of Stoker Performance 


The Stoker Division of the Anchor Stove & Range 
Company of New Albany, Ind., has just issued a loose- 
leaf folder containing testimonial letters from concerns 
in Indiana, Illinois and North Carolina giving their ex- 
periences with automatic stokers made by the Anchor 
Stove & Range Co. These stokers are in operation in 
homes, greenhouses, engraving plants, printing plants, 
apartment houses and cleaning plants. _ 


Two Bulletins on 
Water Treatment 


The Chemical Department of Rathbun Company, Inc., 
of El Paso, Texas, has just issued two bulletins explain- 
ing its methods of scientific water treatment and other 
information of value in promoting a better understand- 
ing in connection with water problems. Recommenda- 
tions are given for treating water used in heating sys- 
tems, hot and cold water system, high and low pressure 
boiler systems, condenser systems, refrigeration systems 
and others. 


The Pyrometer Instrument Co. 
Issues New Bulletin 


The Pyrometer Instrument Company of 103 Lafayette 
Street, New York City, has issued a new bulletin No. 60, 
with illustrations and descriptions of its new surface 
pyrometer. These pyrometers are described as self-con- 
tained, portable, compact, quick-acting, accurate, and 
scientifically designed precision instruments for curved 
or flat, stationary or moving surfaces. They are rugged 
in construction for heavy duty and have a sensitive 
galvanometer system with a heavy permanent magnet, 
both of which insure long life and reliable indication, 
according to the bulletin. 


A. W. Cash Valve Corp. 
Features Pressure Controls 


A. W. Cash Valve Mfg. Corporation of 600 North 
Water Street, Decatur, IIl., has just issued two circulars, 
one illustrating and describing its improved automatic 
pressure control designed to be installed in the supply 
line of closed heating systems providing them with water 
at the pressure of greatest efficiency. This control is de- 
signed to filter out foreign substance from the incoming 
water,—to keep the system full at all times,—to provide 
dependable relief valve protection against excessive 
pressure either internal or external, and to control that 
pressure between a low of ten pounds and a high of 
thirty pounds. The other circular features an entirely 
new automatic pressure control, in which all essentials 
have been carefully safeguarded, none slighted, and none 
cheapened at the expense of efficiency and dependability. 
It is described as being rugged because it is well de- 
signed and carefully made from quality materials. Every 
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working part is easily accessible for inspection, and, if 
needed, replacements can be quickly made with a mini- 
mum of effort. 


Issues Two Bulletins 
on Coal Stokers 


Heating Assurance, Inc., of 121-123 North Browne 
Street, Spokane, Wash., has issued two bulletins featur- 
ing its automatic coal stokers. One of these bulletins 
describes and illustrates this company’s standard and 
heavy duty commercial models suitable for installation 
in schools, hospitals, hotels, apartment houses, office 
buildings, dairies, greenhouses, packing houses, etc., and 
the other bulletin is devoted to a new automatic stoker 
for homes and residences, built in sizes ranging from 15 
to 30 pounds or 25 to 40 pounds per hour. 


Issues Folder on 
Economical Oil Burner 


Harry C. Weiskittel Co., Inc., of 4901 Philadelphia 
Road, Baltimore, Md., has issued a folder describing 
and illustrating its oil burner with heat saving attach- 
ments. One of these attachments is applied under the 
crown sheet of the boiler close to the flame and in- 
creases the capacity of the boiler and saves oil. The 
other attachments are heat saving ribs which can be 
cemented in the upper flues of house heating boilers, 
collecting heat from hot gases before they pass out of 
the chimney, thus cutting down the stack temperature 
and saving oil. 


Issues Information 
About Pipe Threading 


Beaver Pipe Tools, Inc., of Warren, Ohio, has just 
issued a folder explaining what its cam-type threaders 
will do, and what its “taper-pin” type threaders will do. 
The points stressed are these: “Cam-type threaders will 
cut standard, oversize or undersize threads without af- 
fecting the length of the thread of the pipe. With fully 
adjustable tools strong leak-proof joints can be secured 
regardless of variation in pipe fittings. Taper-pin type 
threaders will cut only standard threads of standard 
length. Adjustment for oversize or undersize is obtained 
by increasing or decreasing the length of the thread. 
These tools are designed for fitting pipe, where leak- 
proof joints are not essential.” 


Issue New Catalog on 
Air Conditioning Registers 


Tuttle & Bailey, Inc., of New Britain, Conn., have 
just issued Catalog No. 40 on “Air Conditioning Grilles 
and Registers.” This catalog lists this firm’s entire line 
of registers, grilles, volume control dampers and other 
devices designed for use with air conditioning systems. 
Among the new products shown in this catalog is a new 
type of grilles which can be adjusted at the job to 
provide a wide range of air deflection; another new 
product is a device designed for use in ducts to turn 
high velocity air around right angle elbows. The tubu- 
lar blades, of which it is composed, are properly shaped 
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to turn air at right angles with a minimum friction 
loss, thus eliminating the necessity for long radius 
elbows. 


Has Just Issued New 


Booklet on Stokers 

The Stoker Division of the Consolidated Car-Heating 
Company, Inc., of Albany, N. Y., has issued a 16-page 
booklet, 734x10% in., entitled “Savings Worth Investi- 
gating,” containing short essays on “The Ineconomy of 
Hand-Firing,” “The Economy of Stoker-Coal,” ‘Ad- 
vantages of Underfeed Stoker-Firing,” “The Cost of a 
Stoker Is in Your Coal Pile,” ‘““The Hydro-Motor,” and 
“The Power Unit.” The types of stokers manufactured 
by this company are also illustrated and described in 
this booklet. 


Savotherm Company 


Issues Twelve-Page Folder 

Savotherm Company of 330 East Fourth Street, Plain- 
field, N. J., has just issued a twelve-page folder, describ- 
ing and illustrating in detail its fuel saving device which 
is aimed to be adaptable to the needs and dimensions of 
all types of hot water and steam heating boilers. The 
folder stresses the point that this device has been de- 
signed to “make a coal heating boiler suited to fuel oil 
and to help even the best of boilers to give comfort with 
economy. A series of multiple loops of heavy gauge 
copper tubing assembled within the fire box of a boiler 
directly over the fire and communicating through the 
supporting header and outside piping with the heating 
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mains, is an additional boiler sending heat independently 
to the radiators with promptness.”’ 


New Catalog of 
Air Conditioning Equipment 

Air Conditioning Equipment Corporation of 310 West 
33rd Street, Minneapolis, Minn., has just issued a new 
catalog of its equipment including systems for heating 
and cooling, humidifying and dehumidifying, purifying 
and circulation of air under positive control and regula- 
tion for both winter and summer. Much space in the 
catalog 1s devoted to illustrations and descriptions of the 
company’s blowers, filters, air washers, humidifiers, and 
water cooling machines. Several tables and diagrams as 
well as engineering and performance data are also in- 
cluded in this catalog. 


Perfection Stove Co. Issues 
A. C. Sales Plan 


Superfex Heating Division of the Pertection Stove 
Company of Cleveland, Ohio, has just issued a 50-page 
book, 8% x 1034 in., containing a complete sales plan 
prepared to assist dealers in selling this company’s oil 
burning air conditioning heating plants. It is said that 
any dealer, large or small, can easily follow this plan. 
The only requirement for its success is that the dealer 
follow closely, and in proper sequence, these several 
Be prepared to demonstrate air 
conditioners. No. 2. Identify your store with the trade 
name of the air conditioner. No. 3. Learn thoroughly 
all its selling points. No. 4. Find your prospect. No. 5. 


simple steps: No. 1. 








The Junior Domestic Model. 
Capacity: 20 Ibs. per hour. 


WHITING. PROUDLY PRESENTS ITS 1935 LINE 


_ 


| Standard Domestic Models. 
Capacities of 20, 30 & 60 Ibs. per hour. 


AT NEW LOW PRICES 





Standard Commercial Models 
(Refractory setting.) Capacities of 
90, 120 & 150 Ibs. per hour. 





Whiting alone offers the Dual Draft Burner — Five Speed Drive—Gas 
Eliminator — (and on domestic models the Masterstat Control). 
Whiting is the only manufacturer offering a low-priced quality stoker 
carrying maximum discounts and with a complete appliance type of 
merchandising plan, including special summer selling plan and new 
liberal Time-Payment Plan, co-operating with the F.H.A. Many of the 


| Standard Commercial Models. foremost distribu ' 
(Dead Plate Setting. ) Capacities: 200, tors and dealers 
Great Market! 








250, 350 & 500 Ibs. per hour. have already at nati 
a 


lined up FA 


with Whit- / 
[ WHITING 


ing. Others 


should mail 
Underfeed Stoker Division, 
cou p on WHITING CORPORATION 
for details \ ST KERS eae Halsted St., Harvey, Il. 
\ ( ) Pree ee ccs céccconeccu 
and new \ 6 pswawecsoent in. 


Send the 





1935 cat- J 
alog. ~~ P 
so RO tl 


facts regarding the Whiting Stoker 
Name : , ee eocuseades TT TTT T 


The Twin Models. 


. ” *,* e ! ee 
Built only to order. Capacities: 750, Address 


1,000 & 1,250 Ibs. per hour. 
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BRASS GOODS THAT SHOW 
REAL WORKMANSHIP 








No. 2075 Consolidated 
Hose Nozzle 






No. 7717 
Compression No. 2500 Compression 
Stop Angle Lawn Faucet 


No. 2 Compression 


Gauge Cock 
Consolidated Brass Goods always appear to be worth more 
to your customer than you have to get for them. They 


are characterized by their close fits accurately ma- 
chined surfaces clean true threads and solid metal 
throughout the casting. 

Standardize on CONSOLIDATED, the High Quality Brass 
Line, for all your installations. Write for further information 
today. 


CONSOLIDATED BRASS CO. 


138 Summit Avenue Detroit, Michigan 
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Use outside salesmen. No. 6 Get full benefit from co- 
operative advertising. No. 7. Use direct mail advertising. 
No. 8. Use local newspaper advertising. No. 9. Use 
outdoor advertising No. 10. Make full use of adver- 
tising materials. No. 11. Use carefully prepared presen- 
tation. Sample charts showing operation of air con- 
ditioner, sample advertisements, wall posters, booklets 
and folders are included in the Sales Plan book. 


Electrol Incorporated 
Issues New Broadside 

Electrol Incorporated of 934 Main Street, Clifton, 
N. J., has just issued a neat broadside illustrating 
and describing the construction and operation of this 
concern’s heating units and oil furnaces. Of most 
interest is probably the operation of the heating unit, 
which is described as follows: “When the thermostat 
calls for heat, the electric ignition spark immediately 
comes on in the combustion chamber, and the motor 
starts the fan and oil pump. Fresh air is blown into 
the boiler until the pump has built up sufficient pres- 
sure for proper atomization of the oil. Then, and only 
then, is oil sprayed into the combustion chamber where 
it is immediately ignited.” 


Bulletin on Flow 
of Fluids in Pipe 


Tube-Turns Inc., 455 South Fifth Street, Louisville, 
Ky., has just issued a new bulletin dealing with the de- 
sign of modern industrial piping systems. Of particular 
interest is the method illustrated for determining the 
most economical pipe sizes, and the amount of frictional 
resistance in straight pipe and bends. Included in the 
bulletin are a number of charts by means of which cor- 
rect pipe sizes and pressure drop can be easily figured. 
The charts are drawn up in such a manner that the re- 
quired pipe size and amount of pressure drop can be 
read directly from the charts. The data covers the flow 
of fuel oils, lubricating oils, cotton seed oil, water, brine, 
gasoline and ammonia at temperatures ranging from— 
20° IF. to 400° F.; and steam, air, oxygen, nitrogen, hy- 
drogen and ammonia at temperatures from—100° I. to 
1200° UF. 


This Thing Called 
Air Conditioning 

Minneapolis-Honeywell Regulator Company of Min 
neapolis, Minn., has issued an exceptionally attractive 
booklet, 32 pages, 7x10 in., entitled “This Thing Called 
Air Conditioning for Homes, Large Buildings and I[n- 
dustry.”” So many elements and problems play a part 
in air conditioning, that an understanding of all of them 
is important. This booklet has been written in an at- 
tempt to answer these problems in simple, everyday 
language which everybody can understand. Minne- 
apolis-Honeywell Regulator Company does not make or 
sell air conditioning systems, but it has been a pioneer 
in the field of automatic control, which is a necessary 
element in air conditioning. It can therefore be unbiased 
in a discussion of air conditioning ways and means, and 
as a result of experience and research is qualified to 
discuss the subject from all angles. The booklet is 
divided into the following chapters: 1—Atr Condition- 
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ing Is Here. 2—Air Conditioning in Existing Build- 
ings. 3—Air Conditioning in New Buildings. 4—Air 
Conditioning in Large Buildings. 5—Air Conditioning 
in Industry. Special emphasis is placed on the factors 
which make satisfactory air conditioning possible, 
namely: Heating, cooling, humidifying, dehumidifying, 
distribution and cleaning—under automatic control. 


New Catalog of 
Acoustical Corrective 

The Thermax Division of Northwest Magnesite Com- 
pany of Farmers Bank Building, Pittsburgh, Pa., has 
just issued a 16-page catalog, 9x12 in., illustrating and 
describing its acoustical corrective, in tile or slab form, 
designed to contain all the qualities required of material 
for sound control and noise reduction, such as incom- 
bustibility, permanency, a range of noise reduction co- 
efficients from 50 to 80 per cent. The catalog presents 
actual photographs showing the decorative and interest- 
ing textures of these materials, together with sound 
absorption and noise reduction coefficients compiled from 
Acoustical Materials Association data with correspond- 
ing installation details. This catalog was prepared for 
those interested in the subject of acoustics or sound 
control for all types of rooms. 


Iron Fireman Mfg. Co. 


Issues Four Catalogs 

[ron Fireman Manufacturing Company of Cleveland, 
Ohio, has just issued four catalogs, No. A38, No. B38, 
No. H38, and No. P38, covering the entire line of this 
company’s automatic firing equipment. These include 
large power stokers capable of firing boilers of 300 h. p. 
or greater; a line of commercial stokers for heating jobs 
of every size; and a residential line for both bituminous 
and anthracite coals. In all of these sizes and types of 
automatic coal firing equipment, models are available for 
every type of heating plant, including hopper models and 
those which feed direct from the coal bin or the bunker. 
These catalogs are well illustrated and printed in several 
colors. They are uniform in size, 16 pages, 8x11 in. 


The Trane Company 


Issues Two Bulletins 

The Trane Company of Ia Crosse, Wis., has just 
issued two bulletins, one on “Product Coolers,” and the 
“Fans for Heating, Ventilating, Drying and 
Air Conditioning.” The former bulletin describes and 
illustrates the company’s product providing 
forced circulation of refmgerated air tor storage rooms 
housing meats, vegetables, dairy products, malts and 
similar perishables. They are designed to provide a 
means of securing an even distribution of properly 
tempered and conditioned air to all parts of the room. 
Defrosting periods are of short duration and complete 
removal of ice is accomplished with practically no change 
in room temperature. Tables of roughing-in dimensions 
of these devices are included in this bulletin. The bulle- 
tin devoted to fans consists of 24 pages, 84x11 in., 


other on 


Cor lers, 


describes and illustrates in detail the construction and 
operation of including their 
wheels, methods of mounting, bearings, etc. These fans 
are designed to be suitable for either blowing or exhaust 
ing air, and to be used extensively in connection with 


these devices, casings, 
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Look Over Your 
City’s Sky Line 


CEL 


QUALITY WATER HEATER 


Sales are everywhere 


in View 
MAKE CALLS— 
Orders Will Follow 


EXCELSO PRODUCTS CORP. 


57 Clyde Avenue 


Buffalo, N. Y. 


Ask Vans Jobber 














A LINE THAT WILL STAND 
INVESTIGATING 


An old established company 
offers one of the best bona 
fide merchandising oppor- 
tunities in years, with these 


sales factors: {1° market 
saturation competition 
largely absent... sales prac- 


tically doubling each year 
.. . large profit margin... 
small overhead and capital 
required installment 
financed on very attractive 
terms . . . comes under FHA 

. self-liquidating; with the 
larger sizes the monthly sav- 
ings equal or exceed the 
payments . gives auto- 
matic heat at half to a third 
the cost of oil and gas. 


The Link-Belt automatic coal 
burner is backed by the 
prestige of a manufacturer 


60 years in business, highest 

rating, known the world over 

for quality products, with an 

effective merchandising plan 

that includes: 

—installment financing by 
Link-Belt Company. 

—a floor plan for display 
stokers. 

—advertising, sales and en- 
gineering assistance. 

—participation in local ad- 
verfising. 

—company advertising in 
more than 100 magazines. 

—traveling representatives to 
help the dealer train men, 
survey jobs and close sales. 


Good territory is going fast; 
investigate now. Send the 
coupon for stoker book 1419 
and dealer plan. 


LINK-BELT COMPANY, Stoker Division 


2410 W. 18th St. 


Send stoker book 11410 to 





Chicago, Ill. 
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DEALERS WANTED 
FOR 


“FREDERICK STOKERS” 


Complete line in sizes for use in homes 
and up to 400 h. p. capacity. 


Either Anthracite or Bituminous coals. 








Write for Dealer’s Proposition 


The FREDERICK IRON & STEEL CO. 
FREDERICK, MARYLAND 














Look ARMSTI Arm-and-Hammer 


ARMSTRUNG 
PIPE VISES 


Frames are of Certified Malleable 
Iron, cadmium finished. Replace- 
able jaws are of tool steel, accu- 
rately milled and hardened. These 
handles with oval ends will not 
pinch hands. Hinged vises have 
unbreakable drop forged hook. 
Chain attachment for Open Side 
Vises permits mounting to any 


0 pillar or post. 
Armstrong Bros. Tool Co. hier 
‘The Tool Holder People’’ Write for Cat- 
323 N. Frameisee Ave., Chicago, U.S.A. alog B-35 


A REAL CONTROL 


For HOT WATER HEATING 
SYSTEMS / 




























Type 
Cash-Acme Automatic Pressure Con- CA 
trols give new life and pep to both old 
and new installations. They are de- 
pendable ... simple . . . positive. 
Easy to install and priced right. 
Investigate the new Cash-Acme 
Junior competitive unit. See your 


Jobber or write us for new literature. 


A. W. Cash Valve Mfg. Corporation 


600 NORTH WATER STREET 


DECATUR, ILLINOIS 








M MSD OTE L. 


BOILER WATER 
LEVEL CONTROL 





= Lg 


a & Mile 1306 Wrigley Bidg., Chicago 
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heating, ventilating, cooling, drying, and other air con- 
ditioning applications. They are made for public build- 
ings, residences, factories and industrial process work. 
It goes without saying that care should be taken to 
select a fan for duty within its scope. Many roughing-in 
dimensions and tables of capacities are included in this 
bulletin. 


Wayne Oil Burner Corp. 


Issues Valuable Wall Hanger 

Wayne Oil Burner Corporation of Fort Wayne, Ind., 
has just issued a neat wall hanger with detailed instruc- 
tions about how heating costs can be reduced. The head- 
ings of the pointers given are as follows: 1. Avoid Ex- 
cessive Temperatures. 2. Maintain the Proper Humid- 
ity. 3. Reduce Night Temperatures. 4. Close Windows 
and Doors Tightly. 5. Close-Off Unheated Rooms. 6. 
Keep Doors and Windows Closed. 7. Close the Flue 
Dampers of Open Fireplaces. 8. Check Defects in the 
Heating System. 9. Buy Good Fuel Oil of Proper Grade. 
10. Intrust Your Heating Problems to a Capable Man. 
11. Insulate Your Home. 12. Install Draft Adjustor. 
It is estimated that heating bills can be reduced from 25 
per cent to 35 per cent if the instructions given on this 
wall hanger are followed carefully. 


New Booklet Describes 


Welding Electrodes 

Metal & Thermit Corporation of 120 Broadway, New 
York City, has just issued a new booklet about heavy 
mineral coated electrodes which have been developed for 
the purpose of securing easier welding and smoother, 
cleaner deposits. This concern’s electrode is described as 
consisting of a steel core of high quality welding wire on 
which asbestos yarn is wound in an open spiral, and a 
carefully designed mineral coating is extruded under high 
pressure. These all-mineral coated electrodes have 
earned a fine reputation in the fabrication of tanks, boil- 
ers, pressure vessels, and the construction of pressure 
piping and chemical plant apparatus. The booklet con- 
sists of 16 pages, 814x11 in., copiously illustrated and 
printed in colors, with a cover in black, orange and silver. 


H. A. Thrush & Co. Issue 


Booklet and Broadside 


H. A. Thrush & Company of Peru, Ind., have just 
issued a booklet, “Health, Comfort and Happiness De- 
pend on Heating,” and a broadside “The Sales Oppor- 
tunity of a Lifetime.” The booklet illustrates and 
describes this company’s flow control system of hot water 
heating and stresses the point that this system can be 
placed upon any old or new automatically fired hot water 
heating plant and will provide a reservoir of constantly 
heated water which can be moved through the radiators 
by positive mechanical circulation when heat is needed. 
Positive control of the physical distribution of the heat- 
ing medium makes certain that there will be no loss of 
heat or overheating when heat is not needed in the home, 
preventing waste of fuel. By use of a separate burner 
control, water in the boiler is maintained at a tempera- 
ture of 180 to 220 degrees. The broadside emphasizes 
the point that the National Housing Act makes it possible 
to modernize now without much trouble, since money can 
be borrowed at low interest and with plenty of time to 
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repay the loan. The suggestion is also made that it is 
easy to modernize a hot water heating plant by the 
installation of flow control and automatic heat. 


New Catalog of 


Heating and Air Conditioning 

The Bryant Heater Company of 17825 St. Clair Ave- 
nue, Cleveland, Ohio, has issued a new catalog of its 
heating and air conditioning equipment under the title 
of “Comfort is in the Air.” The company’s equipment is 
described and illustrated in detail with special attention 
to its winter air conditioning unit, its humidifier, its 
dualator, its summer air conditioning unit, its automatic 
gas boilers for steam, vapor and hot water heating, as 
well as its throttling control valves, water temperature 
thermostats, thermostatic pilot and escapement burners, 
gas pressure regulators, steam pressure and low water 
controls, and automatic flue-dampers. Two short essays 
are also included, one on “Indoor Comfort for Winter, 
Summer, Spring and Fall,” and another on “The Six 
Functions of Air Conditioning.” 


Gorton Heating Corp. Issues 


Bulletin on Surevent Equalizing System 

Gorton Heating Corporation of Cranford, N. J., has 
issued its bulletin, No. 101, which illustrates and des- 
cribes its Surevent Equalizing System in detail. This 
system is designed for equalizing steam and vapor heat- 
ing systems, especially those using an oil burner, auto- 
matic stoker or gas-fired boiler, so that all radiators will 
heat up evenly and quickly, and all rooms will be heated 
when the thermostat shuts off the fire. The internal con- 
struction of the surevent equalizing valves and the air 
eliminators for mains are shown, and it is explained that 
the expansive operating member is made of a special 
non-corrosive thermo-metal that is very sensitive to heat 
and positive in operation. One end is fastened to the 
top of the valve body, and the other end is loose, allow- 
ing it to move freely up or down when expanding or 
contracting. 


Decatur Pump Company 


Issues New Sales Manual 

Decatur Pump Company of Decatur, Ill., has issued a 
new sales manual, “The Story of the Burks Pump” and 
Catalog No. 34, consisting of 60 pages, 8'4x11 in., in 
spiral binding. This manual is printed in several colors 
on fine paper and is a nice sample of the American print- 
ers art. It illustrates and describes in detail the com- 
pany’s line of pumps and water supply systems. Special 
attention is given to its condensation return unit, which 
is described as having only one moving part, and no metal 
to metal contact; automatically self-priming; pumps air 
alone to high pressure; pumps water alone to high pres- 
sure ; pumps air and water mixed to high pressure ; oper- 
ating pressures to 100 lb. per square inch; stainless steel 
non-corroding shaft, carried in oversize ball bearings ; 
impeller and raceway are of cast bronze, and it is ex- 
tremely compact and neat in appearance. This unit is 
designed for use in home steam heating plants, laundry 
and dry cleaning plants, hospitals power and heating 
plants, office building heating plants, buildings where 
city heat is used and condensed water lost, and any steam 
power or heating plant. 
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STURDY 


IN EVERY PART 


THE KENNEDY VALVE MFG. CO 
Elmira | y 


HUMIDITY is the 
VITAMIN ‘‘A” of 
AIR CONDITIONING 









: Vitamin "A" in food protects the 
ystem against infections. So does 
humidity in the air we breathe. 
| WATER-BOY Safety feeders pees 
water for humi idifyi and air wash 
ng units as well as a low pressure 


stoom bathers. List prices $4.25 tc 
$15.00. 
Send for Circular No. 10 





No. 85 $-T 
WATER-BOY 
Dual Safety Feeder 
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By eliminating unnecessary breakdowns . 
providing twice the service of ordinary unions 
DART's are saving thousands of dollars for 


users everywhere. 
Ty 
i 


UN TO NS 
ELM. 


Two * 
BRONZE *, 
SEATS * 


DART's 2 Bronze 

Seats offer maximum 

protection against leaks 
. rust corrosion 









* PROVIDENCE, R. I. 


Sales Agents: The Fair- 
banks Co Cana men Fac 
tory Dart Union Co., LAd., 
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BOILERS 





RUST 





N ALL NEW AND 
REPLACEMENT WORK 


STANDARDIZE ON AND PROFIT WITH 


GERSTEIN & COOPER 
ALL COPPER and EVERDUR RUST-PROOF 
RANGE BOILERS GUARANTEED 20 YEARS 


IT‘'S A PROFITABLE LINE TO HANDLE 


Large Boilers, Tanks and Storage Heaters 
for Hotels, Hospitals, Schools, Institutions 
and all Industrial Purposes are also obtain- 
able in Everdur as well as Copper. 


GERSTEIN & COOPER CO. 


South Boston, Massachusetts 
Offices in New York and Baltimore 
Representatives: Troop Water Heater Co., Pittsburgh; Edward Sinn, 





Harrison, N. J.; Strong, Carlisle & Hammond Co., Cleveland, Ohio; 
Lydon, Cousart & Co., Charlotte, N. C. 














NYE TOOLS 
TO 


THE MASTER PLUMBERS OF THE U.S. A. 


WELCOME 


TO 


BOOTH No. 46 


THE CHICAGO EXPOSITION 
JUNE 24, 25, 26, 27, 1935 


SEE THEM! 


“THE TOOLS YOU SWEAR BY 
AND 
NEVER AT” 














The NYE Tool & Machine Works 


1120-30 Fullerton Avenue, Chicago, IIL, U. S. A. 
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Progress in Railway Air Conditioning 
Told at S. F. Meet 

As a class, the railroads are by far the heaviest buyers 
of air conditioning equipment. Evidence in support of 
this fact, and figures showing the extent to which the 
rail lines and the Pullman Company are installing air 
conditioning equipment and what it means to the passen- 
gers in added comfort and the carriers in added revenue, 
formed the subject of a talk by L. C. Ioas, Supervisor 
of Train Service for the Southern Pacific Company, at 
the May 8th meeting of the San Francisco Air Condi- 
tioning Society. 

“American railroads,” he said, “are spending $100,- 
000,000 to condition the air in their rolling stock, includ- 
ing such facilities added to Pullman cars. When this 
summer’s program is worked out, the Pullman Com- 
pany will have 4,300 cars so equipped. Right now the 
Southern Pacific Company is spending $3,000,000 on 
64 coaches and chair-cars, 29 club cars and 45 diners. 
Espee service down the West Coast of Mexico is made 
up of solid air conditioned trains; and speaking of 
service to Mexico, it is interesting to note that air con- 
ditioned cars are running from New York to Mexico 
City and from Seattle to the same destination.” 

Referring to the matter of costs, he continued: “The 
average cost is about one cent per mile, including inter- 
est, depreciation and operation. Low as this cost seems 
to be, nevertheless, the added expense of operating a 
ten-car train like the Overland Limited for one trip 
amounts to $500. It was pointed out that this addi- 
tional expense was more than offset by reason of in- 
creased traffic; passengers are being drawn from the bus 
routes as well as the air lines. 

“The public has marked a big X opposite the railroads 
on their transportation ballots, and the train is again 
coming into its own. Where formerly transcontinental 
travelers kept their very best clothes in their bags and 
trunks, they now wear them in the train. Women don 
their fussiest and frilliest frocks as the men don their 
dinner coats, without fear of grime or dust. 

“Air conditioning has proved to be a big factor in 
restoring the railroads to their former popularity.” 


Penn Electric Switch Co. 
Names New Distributor 

The Penn Electric Switch Co., Des Moines, lowa, has 
appointed the A. Y. McDonald Mfg. Co., main offices, 
Dubuque, Iowa, its distributor in the middle west. 

Warehouse stocks will be carried at all branches of 
the company, Kansas City, Mo.; Hutchinson, Kan ; 
Grand Island and Omaha, Neb.; Minneapolis, Minn. : 
Des Moines and Sioux City, Iowa, as well as at the 
company’s headquarters in Dubuque. 


Appointed Sales Representatives 
for Pennsylvania Range Boiler Co. 
The Pennsylvania Range Boiler Company of Philadel- 
phia, Pa., has announced the appointment of the John 
Munro Company, 501 Fifth Avenue, New York City, as 
its sales representatives to cover Metropolitan New 
York, the territory including southern Connecticut, 
northern New Jersey and Long Island. 
































NEW IDEAS IN PATENTS 


Printed copies of patents complete can be obtained from the Patent Office 
at 10 cents each. Address The Commissioner of Patents, Washington, D. C. 





€ )) ye > . 1 an ‘ ‘ ; q‘yi 
Plumbing Department 1,990,723. ha ater Softens r. Jacob C. Bashioum, Erie, Pa., 
assignor to Uniflow Manufacturing Company, Erie, Pa., a 
1,989,248. Shower Fixture. William Scott, Medford, Mass. corporation of Pennsylvania. 
1,989,580. Hydraulic Ram. Dorsey F. Asbury, Broomes 


Island, Md. 
1,989,581. Water Heater. Charles M. Bechtel, Pittsburgh, 


Pa. 

















1,990,207 1,990,722 
GUIDE FOR FLUSH TANK BALLS WATER SOFTENER 











1,991,100. Flush Valve. Howard F. Kelso, Houston, Tex., 
assignor to The Beaton & Cadwell Manufacturing Company, 
New Britain, Conn., a corporation of Connecticut. 

1,991,339. Heat Exchange Apparatus. Herbert G. Ullman, 
Scarsdale, N. Y., assignor to American Radiator Company, 
New York, N. Y., a corporation of New Jersey. 

1,991,557. Water Heater. Oscar Johnson, Nahant, Mass. 

1,995,792. Faucet. Albert C. Brown, Chicago, Il. 

1,995,715. Faucet and Valve. Frank Meese, Chicago, Il. 





"1,989,909 
THERMOSTATIC MIXING VALVE 

















1,990,194. Metering Faucet. Daniel W. McNeil, Cincin- 
nati, Ohio, assiguor to The John Douglas Company, Cin- 
cinnati, Ohio, a corporation of Ohio. 

1,989,909. Thermostatic Mixing Valve. Verne C. Boydston, 


Seattle, Wash. 
1,988,669. Roof or Floor Drain. Abraham Sommerfeld, 


New York, N. Y. ° 
1,989,859. Drain Pipe for Flush Tanks. Frank P. Heller, 


Reading, Pa. 























DRAIN PIPE Tor FLUSH TANKS i) | 
: 1,995,192 
Oo waren WEATER ais FA vcET AND V ALVE 
29 
ROOF On FLOOR DRAIN SOLAR WATER HEATER ' ; i — , 
1,990,268. Sanitary Fixture. Raymond E. Crane, Kittan- 
ning, Pa. 
1,990,709. Valve for Flushing Hot Water Tanks and Coils. 
1,989,999. Solar Water Heater. Max Niederle, Miami, Omer E. Rhodes, Aberdeen, and Frank L. Rockwell, Cos- 
Fla. mopolis, Wash. 
1,990,207. Guide for Flush Tank Balls, William F. Ruff, 1,990,326. Towel Dispensing Apparatus. Jacob A. Hun- 


Denville, N. J. kele, Pittsburgh, Pa 
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WATER HEATING FOR MODERN HOME 

The low cost of operating a DAHLQUIST TURBO Elec- 
tric Automatic Heater is exemplified in the attractive 
home pictured above. Here a 60-gallon DAHLQUIST sys- 
tem was installed in 1929 to serve a family of six adults. 
Checked monthly for five successive years, the operating 
cost has averaged $4.20 per month without occasion for 
repair or replacement. 

THE DAHLQUIST TURBO SYSTEM 
represents one of the most outstanding developments yet 
achieved in the electric water heating field. This new pat- 
ented improvement, when incorporated in a DAHLQUIST 
Automatic Storage System, keeps it constantly free from 
sediment. A plentiful supply of clean, fresh, hot water 
fit for every domestic purpose, including cooking and 
drinking, is assured at all times, and actual savings of as 
much as 50% of ordinary fuel costs are frequently real- 





ized by the user. 

Dahlquist DAHLQUIST TURBO equipped systems are the most 
Turbo Super modern of all hot water storage heaters and are a real 
Aquatherm scientific contribution to family health and economy. Such 
Underfire ositive insurance against unfit, rusty hot water, freedom 
Hot Water rom care, long life and savings on original cost soon 
Storage make them a valued possession. 

System Write for particulars. 


DAHLQUIST MFG. COMPANY 


6e WEST 3rd ST. SO. BOSTON, MASS. 





ADJUSTS TO ANY ROOF PITCH 


@ Eagle Super Roof Flanges are one-piece and 
all lead. They‘re pliable — easy to adjust to fit any 
roof pitch. Write for complete information. 


THE EAGLE-PICHER LEAD COMPANY 


CHICAGO e JOPLIN «© CINCINNATI 
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1,990,326 
TOWEL DISPENSING APPARATUS. 








1,993,142. Water Softener Device. Edward E. Johnson, 
St. Paul, Minn., assignor to Edward E. Johnson Incorpor- 
ated, St. Paul, Minn., a corporation. 

1,995,841. Combined Bathtub and Sink. Michael De Ma- 
rinis, New York, N. Y. 

1,994,413. Bath Spray Brush. Luther Thomas Webster, 
Evansville, Ind. 


























1,995 841 























1,993,534. Back Water Valve for Drains: Edmund G. 
Stoltz, Granite City, Ill. 

1,994,526. Waste Pipe Cleaner. Charles Leo McCloskey, 
Essex, Ontario, Canada, assignor of one-half to Albert J. 
Ashton, Essex, Ontario, Canada. 

1,994,789. Bathtub Fixture. Albert V. Redmond and Theo- 
dore P. Kersjes, Kalamazoo, Mich. 

1,993,674. Water Heater or Boiler. Martin I. Larsen, 
Chicago, Ill. 
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1,994,454. Drinking Fountain Attachment for Water Fau- PRETEEN a a AEROBIC te ne nb 
) 


cets. Harry Norman Cross, Vancouver, British Columbia, 
Disrincriy DirrERENT 


——— 


Canada. ) 
1,995,006. Pipe Joint. Oscar B. Mueller, Harold K. Rader, | 
Wilfred H. Proctor and Philip L. Irving, Port Huron, Mich., 
assignors to Mueller Brass Co., Port Huron, Mich., a cor- | 
poration of Michigan. | 
1,995,045. Bathtub Inclosure. John H. Sundstrom, Lake- 








from 


) 
MAIL ORDER 
| PUMPS 





wood, Ohio. 





You are not in price 
competition with mail 
order pumps when 
you offer Burks 
Pumps. You have 
) something different to 
| talk about. You offer 

features not found in 
| any other Pump. You 

make more money on 
| each pump. Self- 

Priming. only one 
) moving part, no 
} 





@ 282 





pistons, no valves, no 


———— 


‘ gs ag oe 
leathers, no spring 


ne rani. no ges A NEW LOW PRICED 
where children may BURKS PUMP 


play. 


WHAT DEALERS SAY 
“A HIGHLY PRIZED LINE” | 


As to our experience with Burks Pumps, will say that it is diffi- 
cult for the writer to express hhaeell on this subject without 
appearing to exaggerate. We really feel that it is impossible 
to over- -emphasize the desirability of Burks Pumps. With hun- 
dreds of them in service in our territory we have found them 
more free from trouble of any nature than any piece of mechan- 
ical equipment we have ever sold. For several years we have 
considered the Burks Pumps one of our most highly prized lines 
of merchandise. McLain Hardware Company, Nampa. Idaho, 


April 11. 1935. | 
“500 IN USE” | 
) 


We are exceedingly pleased to advise you of our genuine satis- 

faction in the sale of Burks Super Turbine Pumps and Water 

Systems. As you know we have installed over five hundred in 

Joliet territory Gutas the past eleven years and can truthfully 
s 








-—_—_ — 


1,995,608 
WATER HEATER 


a 


: 
5 
ey 





f 
5,358 | 
SHING DEVICE 


——— 





-— 


1,998,420. Bathtub. Carmi J. Steele and Roy C. Traeger, 
Los Angeles, Calif. : 

1,995,608. Water Heater. Per L. F. Feyling, Watertown, 
Mass., assignor, by mesne assignments, to Whitehead Metal | 
Products Company of New York, Inc., New York, N. Y., a | 
corporation of New York. 


a 


1,995,358. Toilet F lushing Device. Charles E. Mac e, Den- say we hold the Bur Pump up as the most profitable automatic 
ver. Colo. | ower driven equipment we have ever sold. The many difficult | 
fPemi - . fitts. long — excessive friction losses we have overcome by 

1,995,098. Faucet. Frank Healy, Sandwich, Ontario, @ installing t umps, increases our enthusiasm beyond expres- | 
Canada ) sion. Sochuer Dillman. Joliet, Illinois, April 6. 1935. 


“NO SERVICE CALLS” 


I am selling your pumps, one every few days and sometimes two 
in one day. I have sold your pump for about eleven years and 
I feel that it is about time that I write you a letter telling you 
what good success I have had with them. Everyone of your 


2,000,792. Sprinkler Head for Shower Baths. Victor E. | 
‘ 
pumps that I have sold are running and doing the job just as | 
‘ 


Schmiedeknecht, Louisville, Ky. | 

1,998,914. Safety Wrench for Faucets and Like Valves. 
Abram W. Wheaton, Maplewood, N. J., assignor to A. W. 
Wheaton Brass Works, Newark, N. J., a corporation of 
New Jersey. | 


the day I installed them and I have never had to go back to a 
single one for any repair or adjustment. We have gotten now 
so that when we install a Burks pump we connect the pipes 
and the wires to it and turn on the switch and go off and forget 
it. I have been in the pump game all my life and I am now 55 
years old and I have never seen any other make of pump that 
you can get away from as easy as that. The 400-500 Turbinette 
is my best seller although I have sold some of all the different 
| sizes. I am buying your pumps through the Pacific Pump 4& 
Supply Company. San Francisco, and they are fine people to 
IE buy from and you could not get a better em to represent you 











Eo EEE 


anywhere. Trusting to be able to sell more of your pumps. I am, 
. Meyer. Gridley. California. May 2, 1935. 


| “GOES DEEPER FOR WATER” 


| We have 12 Burks pumps in use in our neighborhood, these have 
been installed from three to eleven years and I don't think we 
| have had any service at all. Those Burks Pumps are the great- 
est pumps | know of, there are no leathers to wear out and 
some of these pumps are getting awful hard usage. On account 
of the dry weather some of the wells have had to be deepened 
| and we put on an additional length of suction p The Burks 
pumps bring the water just the same. Sardinia eeuan Com- 
) pany. Sardinia. New York. February 14, 1935. 


Special sales help for dealers. Write today for complete 
information. You can make more money with the Burks line. 


—O a —_ - 








| Decatur Pump Company 
} DECATUR : 

















1,996,136 
APPARATUS FOR PRODUCING SOFT BOILER 
WATER 
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Dist radiator traps this 
summer and you'll save money 


and headaches next winter. Re- 


place sluggish thermostatic units 
with new Barnes & Jones Cage r O Y cS | 
Units and you cut your mainte- 


be done in half the time and at half the cost without special tools 


nance costs in two. The replace- 


ment of a Barnes & Jones unit is 





simple—- unscrew the top, lift out 


the old unit, insert the new. Can 


or skilled labor. No adjustments. The Barnes & Jones Cage 
Unit is complete in itself—thermostatic element, seat and plug 
all tested and locked at the 
factory. 

Barnes & Jones Cage Units can 
now be used in any make of 
trap. Send us complete data on 
your traps and we will send a 
sample unit, complete with 


cover. No cost or obligation to 





you. Write today. 


BARNES & JONES, Inc. 


509 BROOKSIDE AVENUE, BOSTON, MASS. 








Emergency pipe joints can be made 
with Smooth-On No. 1 


HE constructions illustrated 

can be life-savers in the ab- 

sence of threading tools or 
proper fittings. 

Tight joint without threads. 

Put pipe ends into a collar sawed from over- 

size pipe and of length equal to two to three 




















: , _ 
times pipe diameter. Pack center with |» 
oakum and ends with Smooth-On No. 1. 

Tight joint with oversize fitting. Pack  {escomor 


| 
Smooth-On No. 1 into the annular space be- | 
tween threads. | 

kxpansion of Smooth-On in metallizing | 
makes all such joints strong and solid as 
standard construction. | 

The Smooth-On Handbook illustrates and fully 
explains dozens of equally practical emergency and 
routine applications. 





i 
| Seren 


fC 


Write for the Smooth-On Handbook 
and get Smooth-On No. 1 in 1 or §-lb. 
cans or 25 or 100-lb. kegs from your 
dealer or if necessary direct from us. 


SMOOTH-ON MFG. CO. 


Dept. 12, 574 Communipaw Ave., Jersey City, N. J 


Do it with SMOOTH-ON 
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1,996,136. Apparatus for Producing Soft Boiler Water. 
Arthur C. Zimmerman, Dayton, Ohio, assignor to The Duro 
Company, Dayton Ohio, a corporation of Ohio. 

1,996,346. Pipe or Rod Fitting. Frank H. Mueller, De- 
catur, Ill., assignor to Mueller Co., Decatur, Ill., a corpora- 
tion of Illinois. 

2,000,658. Water Closet. Fred G. Bushold, Lawrence, 
Mass. 

1,996,693. Water Closet Combination and Wall Mounting. 
Ralph W. Wallace, Johnstown, Pa. 
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1,996,693 eat onl 
WATER CLOSET COMBINATION AND WALL’ “| 
MOUNTING 


2,000,791 
BATHTUB AND SHOWER CONTROL VALVE 








2,000,791. Bathtub and Shower Control Valve. Victor E. 
Schmiedeknecht, Louisville, Ky. 

1,996,942. Water Softener. Edward W. Welp, Chicago, 
lll., assignor to Graver Tank & Mfg. Corporation, East Chi- 
cago, Ind., a corporation of Illinois. 

1,997,695. Water Closet Ventilating Device. Carl L. C. 
Nielsen and Anton K. Pedersen, Luck, Wis. 




















1,997,695 
WATER CLOSET VENTILATING DEVICE 








1,997,433. Bathroom Unit. George Sakier, New York, N. 
Y., assignor to The Accessories Company, Inc., New York, 
N. Y., a corporation of Delaware. 

2,000,297. Flush Valve. Walter Putnam, Pasadena, Calif. 

2,000,206. Combination Sink Plug and Vacuum Cup. 


Joseph Yozewitch, Brooklyn, N. Y. 














1,999,906 
HOT WATER HEATING SYSTEM 


INK PL 
COMBINATION SINK PLUG AND VACUUM 














June, 1935 DOMESTIC 


1,999,906. Hot Water Heating System. Thomas E. King, 


Westfield, N. J., assignor to Hitchings & Company, Eliza- 


beth, N. J., a corporation of New Jersey. 
1,998,145. Pop-Up Type of Bath Waste and Overflow 
Construction. Abram N. Pasman, Bridgeport, Conn. 
1,998,155. Flush Valve. William H. Cadwell and John 
Ott, New Britain, Conn., assignors to The Beaton & Cad- 
well Manufacturing Company, New Britain, Conn., a cor- 
poration of Connecticut. 














1,998,155 
FLUSH VALVE 


a, 





1,998,145 
POP-UP TYPE OF BATH WASTE AND 
OVERFLOW CONSTRUCTION 














1,999,149. Screen. Augustus C. Durdin, Jr., Chicago, II1., 
assignor to Chicago Pump Company, Chicago, Ill., a cor- 
poration of Illinois. 

1,998,913. Faucet. Abram W. Wheaton, Maplewood, N. 
J., assignor to A. W. Wueaton Brass Works, Newark, N. J., 
a corporation of New Jersey. 


























— abe 1,999,231 
VENTILATING APPARATUS aia se aati 








1,998,657. Ventilating Apparatus. Alfred G. De la Croix, 
Springfield, Mass. 

1,999,231. Plumbing Fixture. 
mingham, Mich. 

1,999,704. Clean-Out Cover. William Rigney, Irvington, N. J. 

2,001,390. Flushing Valve Mechanism. Warren A. Les- 
ter, Oakland, Calif. 

2,001,251. Valve. 


Harlow N. Davock, Bir- 


Philip L. Irving, Port Huron, Mich., 








5° 2,901,290 
FLUSHING VALVE MECHANISM 
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PREC LINIRES SSE RR UMN: ama ese 


“Sure, you can get by with 
cheap pipe here, for a while. 
But if you want to save some 
REAL money, better let me 
put in Reading Genuine 
Puddled Wrought Iron 
Pipe. Then forget about 
repairs or replacements.” 


It’s worth your while to 
know where Reading 
Genuine Puddled 
Wrought Iron Pipe — 


lasts longest.Justwrite 





















READING IRON COMPANY 


,TmeeeADELP Baa 


CCIENCERANDINVENTION HAVE NEVER FOUND A SATISFACTORY SUBSTITUTE FOR GENUINE PUDOL ED WROUGHT IRON 











These Two Coats 
may Look Alike— 


—but there the similar- 
° ity ends. One permits 
the body-heat to escape 
. through a flimsy cotton 
texture. while the other 





coat. fabricated of wool 
and having better insu- 
lating qualities. reduces 
loss of body-heat. 


Another example of low 
heat conductivity is 
CAREYCEL Asbestos In- 
sulation, for piping, boil- 
ers. tanks. ovens and other a 
carrying temperatures up to ° F. Im- 
partial tests conducted at the Mellon In- 
stitute proved that the heat lost through 
CAREYCEL was 30% less than through 
ordinary air cell. In addition. shrink- 
age has been reduced to a minimum, 
only 0.05%. 


And REMEMBER—CAREYCEL sells for the 
same price as ordinary air cell. 


Write Department C for free sample and 
full details. 


THE PHILIP CAREY COMPANY 


Dependable Products Since 1873 
Lockland, Cincinnati, Ohio. Branches in Principal Cities. 








ASBESTOS 


INSULATION 
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CLIIZ MAF LET ASN 


THOROUGHBRED 


~ 


AT SUCH A 
LOW PRICE 


Sodenen Tonk 





McDonald Fig. 
420 Shaliow 
Well Water 

System. 


@A new, history-making addition to the complete 
line of MCDONALD Power Pumps and Water Systems. 
Distributed through regular trade channels only. 


See our Exhibit at the Chicago Convention 


~M‘DONALD»e 


DUBUQUE, iOWA 
Omaha, Neb nneapolis, Minn Des Moines ssas City, Mo 
Si oWmIe ta Grand tsitand, Neb . Mutch son “aan 





| MADE FOR LONG RUGGED SERVICE 











Boiler Tube Cleaners, Flue Brushes, Wire 

Heater Brushes, Handy Cleaner Brushes, 

Fire Brooms, Track Brooms. 
Tempered Steel 


The Worcester line is complete. 
Catalog gladly sent upon request.  Seeaonm 


WORCESTER BRUSH and SCRAPER Co. 


10 AUSTIN STREET WORCESTER, MASS. 
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assignor to Mueller Brass Company, Port Huron, Mich., a 
corporation of Michigan. 


Heating Department 


1,996,907. Thermostat. yeorge Forrest Drake, Rock- 
ford, Ill., assignor to Howard D. Colman, Rockford, Ill. 

1,997,066. Oil Burner. Lee B. Mettler, Los Angeles, 
Calif. 

1,997,274. Unit Air Conditioner. Harry D. Betz, Kan- 
sas City, Kansas. 

1,997,347. Oil Burner Apparatus. Oscar C. Schroeder 
and Stanley Perry, Chicago, Ill., assignors to Automatic 
Burner Corporation, Chicago, Ill., a corporation of Illinois. 














1,998,167 
1,997,274 HEATING APPARATUS 
UNIT AIR CONDITIONER 


1,997,347 
OIL BURNER APPARATUS 





- 





1,998,167. Heating Apparatus. Thomas A. Novotney 
and Louis N. Hunter, assignors to National Radiator Cor- 
poration, a corporation of Maryland. 

1,997,818. Radiator. Warren Ewald, Columbus, Ohio, 
assignor, by mesne assignments, to the Buckeye Blower 
Company, Columbus, Ohio, a corporation of Delaware. 

1,998,818. Thermostat. Robert E. Newell, Irwin, and 
Clarence W. Robertshaw, Youngwood, Pa., and William B. 
Mackintosh, San Francisco, Calif., assignors to Robert- 
shaw -Thermostat Company, Youngwood, Pa., a corpora- 
tion of Pennsylvania. 

















1,998,284 
AIR CONDITIONING SYSTEM 








1,998,284. Air Conditioning System. Herbert Matthews 
and Robert J. Seator, Battle Creek, Mich. 

19,545. Pressure Reducing and Regulating Valve. Paul 
C. Temple, Decatur, Ill., assignor to A. W. Cash Company, 
Decatur, Ill., a corporation of Delaware. 
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19,545 
PRESSURE REDUCING AND REGULATING 
VALVE 








19,546. Humidifier. O. Toepfer, Milwaukee, 


Wis. 


W ater— 


(Continued from Page 69) 


George 





taminating matter which may have traveled through 
cracks and crevices in the underground strata from some 
unknown source near or even at a great distance from 
the well. 

There is no known distance from a source of pollution 
at which a water supply may be developed and safe 
water assured. Many features are involved, such as the 
porosity of the soil, the underlying formations, the eleva- 
tion of the ground water and the direction of its flow. 
There should be a distance of 100 feet or more between 
the well and any known source of pollution. In Ohio 
the area within a radius of 500 feet of any well of a 
municipal water supply is kept free of contaminating 
matter. But few rural ones are as favorably protected. 

A bacteriological examination of a sample of water 
when made by a qualified chemist is important, but, con- 
trary to the opinion of many people, it is not the first 
step to be taken to determine the safety of a water sup- 
ply. The proper procedure is first to make a careful 
survey of the sanitary condition in the vicinity of the 
supply, carefully noting the character and location of 
any and all matters that may be a source of pollution. 

Second, determine whether the supply is located satis- 
factorily with respect to known sources of pollution and 
whether the supply has been properly developed. This 
should include the type of the pumping equipment and 
manner in which it has been installed. 

If it is found that the location of the well and its 
development are satisfactory it is time, and not until 
then, to collect a sample for analysis. 

If during an examination of a water supply its de- 
velopment is found to be unsatisfactory, samples should 
not be collected for a bacteriological examination, be- 
cause frequently a sample from such a source is found 
to be of satisfactory sanitary quality, but this is not a 
true index of the quality of the water, for a supply that 
is not fully protected by its development is liable to be, 
and usually is, polluted after every rain. 

An analysis of the water is of value to determine the 
quality of the water at the time the sample is obtained 
but it has no bearing on the quality existing at any other 
time. Do not permit yourself to be deceived by a favor- 
able analysis of a sample, it is too dangerous. 

Look closely at location and development for protec- 


tion and safety. 
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HINDLEY '§) sio‘siuci 
© PLUMBERS’ TAKE 
Y SPECIALTIES BIG RISK 


tor can afford not to 
keep HINDLEY'S Spe- 


cialties on hand at all 





f , mes. They cost too 
little tor the risk he 
otherwise takes. 

at 
aa 


HINDLEY MFG. CO. 


VALLEY FALLS, R. 1. 




































# 
a 
s 4 Ra 
we = Plumbing and Heating Specialties 
a Backed by over 61 years experience 
" Write for Catalog 
a JOHN G. KELLY, Inc. 
Distributors Water Pressure 
* 210 East 45th St. Regulator and 
- New York, N. Y. Strainer Type 23-S 
Relie! Valve Ne. 30 WATTS REGULATOR 
* COMPANY 
Lawrence. Mass 
Regulator 
No. 38L 











WARNOCK 
Triple Wear Wrenches 


The Warnock wrench is easy to adjust. The strap is arranged in such a 
way that it can be drawn absolutely tight in one movement. Notice, 
too, that this strap is triple folded at the point of greatest strain. 


For chrome, brass and nickel plated pipe 


WARNOCK MBFG. CO., Worcester, Mass. 
































BOILER 


Pat. No. 1853949 
. 


THE “MODERN” RANGE 


30, 40 and 50 Gallons 
200, 250 and 300 Ib. Test 


In the above capacities the top and body of the 

“Modern” Boiler is formed from a single extra- 
heavy Copper Shell and drawn cold-seamless to 
the bottom, thus eliminating the top joint and 
the side seam and leaving only a’ bottom joint. 
The bottom head is hydraulically pressed on the 
shell and riveted securely with Copper Rivets 
closely spaced. Over the rivets a seamless cop- 
per band is spun and sweated, reinforcing the 
joint and making a solid construction which is 
impossible to come apart under any circumstance. 
Every boiler is reinforced internally and guaran- 
teed against collapse. The interior is thoroughly 
tinned 


Sold Through Wholesalers Only 


HAYES MFG. CO., Paterson,N.J.4@ 


Established 1870 
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Burnley--treated 
Threaded Pipe Joints 





have G-way Protection 






Burnley’ s Pipe Joint Compound 
is scientifically prepared to do 
these 3 things to a threaded 
‘joint: 

1. Make Joints Leakproof. 

2. Prevent Corrosion. 

3. Lubricate. Will not shrink, 
crack, crumble, or oxidize in 
the joint. Always plastic. Try it. 


BURNLEY BATTERY & MFG CO., North East, Po. 

















COPPER 
NO-SOL rioars 
Quality Merchandise 
DOES MOST TO STIMULATE 


Consumer 
Confidence 





5’ Round Float Incorporated 1907 


THE AYLING & REICHERT CO. 
3047 N. ERIE ST. TOLEDO, OHIO 

















Accurately Balanced 


Impeller Action 
adds years to the life of the 


josperial 
SUMP PUMP 


N this thoroughly modern design, the impeller is a for ing, a 
new departure in sump pump construction. The metal never 
becomes worn enough to cause uneven running. 


Even more important is the — IMPERIAL BRASS 





of floatiess level control, which pre- 

vents any interruption of efficient MFG. Co. 
service, regardless of the condition 1231 W. Harrison St. 
of the water. CHICAGO 














7 =7@, BANISH 
Safe FAUCET 
TROUBLES 













e 

The name “ACME” is The best insurance against noisy 

or leaky faucets yon can offer your 

branded on every washer. customers. that briefly de- 

a He 

, “ 9 ade of extremely toug ac 

Veur Jotter Carsten “ACEEES rubber compound. “ACMES” are 

e a either hot or — 

water iminate rapping or chat 

LAVELLE tering .. . = “s sommes. 

- « seat pertectily. even es 

RUBBER CO. Each washer branded “ACME” for 
320@ Weet Illinois St. your protection. 

CHICAGO, ILLINOIS 
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Two Baths— 


(Continued from Page 47) 


It is likely that country homes will be found excel- 
lent prospects for the second bathroom. As the enter- 
tainment of overnight guests has grown in most sections 
of the country, on the part of private homes, many a 
second bathroom has been installed, and in many sec- 
tions this field still holds many prospects. 

In Figs. 8 and 10 we show second and first floor 
plans of a more or less typical rural or country home. 

Suppose it is desired to add a second bathroom for 
the accommodation of overnight guests. How could it 
be accomplished to the best advantage? The answering 
of this question will show just about what the plumber 
would have to figure out for such a prospect as this. 

In this particular instance, the second bathroom may 
be added very nicely in any one of three ways. 

On the first floor, the three closets between the two 
bedrooms can be thrown together to supply the neces- 
sary space. Here there would be the opportunity of a 
door directly off the hall, also opportunity for a window, 
both important considerations. 

The alcove could be put to use. It already has a win- 
dow, which is worth taking account of. However, the 
bathroom door would have to be into the bedroom or 
the living room, neither of which are so desirable. 


ANOTHER SECOND BATH POSSIBILITY 


On the second floor the two closets could be thrown 
together, and a door opening into the hall could be pro- 
vided. A window would have to be cut through the 
roof. Inasmuch as there are no sanitary accommoda- 
tions on the second floor, it is very likely that in many 
cases the second bathroom would be located on the 
second floor. However, we can conceive that varying 
family conditions and requirements might make entirely 
possible the selection of any one of the three locations. 

It might be stated also, that another argument for the 
third floor location would be the fact that doubtless it 
could be served by the same line of soil pipe that serves 
the first floor bath, thus cutting the cost. 

As we have already pointed out, these arguments, pro 
and con, are typical of the way in which space accom- 
modations for the second bathroom in an old house are 
worked out. 

The matter of low cost is naturally always of impor- 
tance in remodeling work. In Figs. 7 and 9 we present 
two elevations showing cost of installation reduced to a 
minimum. 

Fig. 9 shows the second bathroom on the same floor 
as the original one. With no fixtures entering the stack 
at any point above, and the two bathrooms being back- 
to-back or side-by-side, the installation can be made as 
simply as the illustration shows. In reality, outside the 
cost of fixtures and traps, the cost of installing the two 
bathrooms is not so much greater than for one. 

Likewise, as in Fig. 7, often the second bathroom, 
even when on a different floor, will not cost a great deal 
to install. 

If the problem is a new one entirely, that is, if both 
bathrooms are being installed at the same time, then the 
work will often become as simple as that shown in Figs. 


7 and 9. 
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H. and P. Contractors— 


(Continued from Page 132) 


the heating contractor is being changed due to the altered 
attitude of customers. Modifications are being forced by 
these new trends. It is essential for survival that those in 
the industry study and learn the effect of these new in- 
fluences. 

The aggressive presentation of products may not fit in 
with past practices but other industries have been using it 
successfully. Mr. Herske felt that the industry could 
rapidly accommodate itself provided central influences 
worked effectively to spread the knowledge of what must 
be done. He said that a business paper properly studied 
and digested together with participation in trade association 
work would bring advancement. He believes that all of 
those in the industry as it has been carried on, have the 
best interest of the heating, piping and air conditioning 
contractor at heart but that the better method of helping 
the contractor is to study and profit from new influences 
rather than hold to outgrown ones. Better sales methods 
should increase by four or five times the market for heat- 
ing products whereas contentment with present-day meth- 
ods will tend to hold back the growth of that market. 


BUILDING IS BETTER 


M. J. Beirn, vice president and general manager of sales, 
American Radiator and Standard Sanitary Mfg. Corp., dis- 
cussed “Optimism and Opportunity.” He felt that optimism 
pays the largest dividends and that an industry like ours, 
serving the fundamental needs of 125,000,000 people, has an 
assured and prosperous future. The country is awakening 
to an appreciation of its tremendous housing shortage as 
new construction in the last five years has not been enough 
to offset losses by fire and obsolescence. Rentals are going 
up, Mr. Beirn reported, and vacancies going down. The 
Federal Housing program has proved a remarkable stimulus 
to the building industry and promises to revive interest in 
home-ownership. 

His company, Mr. Beirn reported, through its financing 
subsidiary has loaned $4,476,118.90 on modernization work 
since last August, making 8,525 loans on plumbing and heat- 
ing. Present applications are running from $10,000 to 
$12,000 a day and he felt it was indicative of the alertness 
of our industry that the subsidiary was leading all financing 
institutions of the country in the volume of Federal Housing 
Administration loans. 

With the expansion of the Federal Housing Administra- 
tion program to permit larger loans as well as mortgages 
for new construction, Mr. Beirn predicted an increasing 
volume of building business. In forty-one states, laws have 
now been passed to permit mortgages under the Federal 
Housing Administration plan. Latest building records show 
that there was 80.2 per cent more building in April this year 
than a year ago. Reports from many sections of the country 
show that building recovery is definitely under way. 

In talking on the subject of “Can Business Govern Itself,” 
Prof. H. H. Maynard of Ohio State University told of his 
experiences in connection with codes in other industries. He 
recalled the increasing trend toward control of business 
from Washington. He regarded stronger trade associations 
as the necessary offset to this government plan, trade asso- 
ciations which would provide members with definite cost 
data. He feels that code plans are purely temporary while 
trade association work is a permanent part of American 
business. 

J. J. Nance, manager of the air conditioning division of 
Frigidaire Corp., Dayton, Ohio, told “What’s Involved in 
the Sale of Air Conditioning.” He spoke in favor of better 
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We recommend “GRAND” 
BEER DISPENSING EQUIPMENT 


Once used—always satisfied. Now is the 
time to overhaul your equipment and 
check over your stocks. We have a com- 
plete line that will meet your most ex- 
acting requirements. 











































No, 2398 


Grand T 
— ~ Gas Regulator 


Peerless Type 


Write for our new beer dispensing equipment catalogue. 
It's free for the asking. 


Manufactured by 


GRAND HAVEN BRASS FOUNDRY 


GRAND HAVEN MICHIGAN 




















SALES 
REPRESENTATIVES 


No Trouble 


for me to get what I 
want in Pennsylvania 
Range Boilers just when 
I want them. Experience 
has taught my jobber to 
keep well supplied at all 
times. 


as ay er MASS. 

4. Mullins 
"so Broad St 
NEW YORK. WN. Y. 
John Munro Company 
501 Fifth Ave 
PHILADELPHIA, PA, 
Herbert T. Norton 
24th & Washington Ave. 

RK r. Palmer 
2024 North 10th St. 
ROCHESTER. N. Y. 
A. Kolstad 
243 ‘Longa re Road 


“—— wo PA. 


Broce Bull A 
CINCINNATI. O. 
Carl A. Ducharme 
8451 Trimble Ave 
TOLEDO. O. 
A. J. Kehoe 
2534 Maplewood Ave. 
CHICAGO. ILL.* 
A. A. Redderson 
3440 So. Racine Ave 
8ST. LOUIS. MO.* 
L. T. Baldwin 
5622 Cates Ave 
BIRMINGHAM. ALA. 
Wm. T. Mayfield 
1910 Webb-Crawford Bldg. 
FT. one ak TEX. 
Fr. Adams 
420 So. Lake St. 
SAN FRANCISCO. CAL. 
we H. Gilbert. Jr. 
57 Market Bt 


ae Stocks carried 
in Chicago and S8t. Lewis. 














PENNSYLVANIA RANGE BOILER COMPANY 
Established Since 1895 24th &6 WASHINGTON AVE., PHILA. 
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WATER-MIXING 


VALVES 





Vv 


The LEONARD Series R valves are unsurpass- 
able for smooth and instant action in the hospital 
shower or bathing tub. They insure perfect satety 
with no sudden changes in temperature. Durable 
construction and low cost make LEONARD 
VALVES a modern essential in hospital equip- 
ment. Literature sent on request. 


LEONARD-ROOKE COMPANY 
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for your trade library 
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TABLE OF 
ESTIMATED 
RADIATION 


By Harry B. Pe o. Gives you 
the radiation required for heat- 
ing rooms of any size. There are 
two tables, one for steam, the 
other for hot water. All you 
eed is the t 


y can : 
stantly find the radiation re 
quired. It comes in a venient 
pocket 4%x7. tables 
seep atclold’ making’ Dasse 
cavy oO pages, 
substantially bound. "Brice post 
pald $1.00 








101 PLUMBING AND 


ee HEATING TABLES 
Tale e 1 a This hook contains as complete a set 
2 ee ee of working tables as has ever been 


published. It answers quickly and 
accurately, practically every kind of 
plumbing and heating question which 
could possibly be answered by a 
table, rule or chart. Is well indexed. 
Has 48 pages. Size 8x11, bound in 
cloth. Price postpaid $1. 
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standards so that the public can buy on an informed and 
comparable basis. Instead of price as a yardstick, he feels 
that stress should be put on good engineering units prop- 
erly installed. 


WATCH WASHINGTON LEGISLATION 


John H. Zink, vice president, chairman of the committee 
on welding, and also the representative of the association in 
various activities at Washington, told the delegates some- 
thing of the definite work being done in connection with the 
New Deal legislation. More than two hundred bills affect- 
ing this industry had been introduced. He discussed the 
probable effects of legislation such as the $4,800,000,000 
work relief bill, as well as the social security bill. Mr. 
Zink emphasized that because the contractor has been 
side-tracked in earlier government relief programs, the 
federal government is now firmly entrenched in the 
building industry. He told how private contracts saved 
money for the government so that in connection with this 
huge work relief program, he and his associates had sub- 
mitted two sample contracts for the handling of such work. 
One of these contracts was based on the competitive bid plan 
and the other on a management plan calling for a fixed fee 
instead of a percentage. His committee had asked the gov- 
ernment to pay promptly for labor and material as a relief 
to the contractor. Mr. Zink analyzed the provisions of the 
proposed social security program showing the increasing 
cost of this plan and emphasizing those features to which 
he and his committee had objected. 

Speaking before the Supreme Court decision on NIRA had 
been announced, Mr. Zink analyzed some of the effects of 
the code program on the building industry. He feels that 
the President will win in any appeal to the country on the 
broad issue that labor can not be bought and sold. For that 
reason, Mr. Zink believes that business must ask for fed- 
eral recognition of certain rights to meet labor’s new posi- 
tion. He does not believe that voluntary action will accom- 
plish the objective of permanently improving business prac- 
tices so that some federal legislation is essential. He felt 
the NRA code program had suffered from poor enforcement 
and administration and that too many people had looked 
upon this as a means of getting a code authority job. Fur- 
thermore no code, in his opinion, should go beyond the ele- 
ment of cost into the question of price control. 


ASK FOR NRA CONTINUANCE 


Following Mr. Zink’s talk, the convention approved two 
resolutions supporting the NRA program. One resolution 
was sent to President Roosevelt and to Congress in approval 
of the NRA and asking for its extension for a period of two 
years. The other resolution went to the United States Cham- 
ber of Commerce and condemned its stand on the NRA. 

The session given over to code discussion was presided 
over by Robert D. Williams, chairman of the divisional code 
authority, assisted by Joseph C. Fitts, executive director for 
the code. These two officers outlined the work of setting up 
the code authority and the progress made by it. In the dis- 
cussion that followed, many suggestions were offered and 
were discussed individually and voted on. The questions 
from the floor indicated the interest of the delegates in such 
problems as bid filing, sub-contracts, etc. 

E. B. Kleine of Cincinnati, past president of the National 
Association of Master Plumbers, acknowledged for President 
John J. Calnan of that association, the invitation to attend 
this convention. Mr. Calnan in a special message spoke of 
the community of interest between the two organizations 
and he, together with Mr. Kleine in his subsequent remarks, 
emphasized the need for the two groups working har- 
moniously together in view of the many new influences, fed- 
eral and otherwise, now affecting their business. 

The reports of the different standing committees were 
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_ made, usually by their chairmen. These included the report 

of the committee on certified heating by J. P. Baldwin, chair- 
man, Chicago; of the membership committee, of which M. J. 
Chagnard is general chairman; of the welding committee, 
headed by Mr. Zink, of the boiler output committee, Harry 
M. Hart, chairman, Chicago; of the air conditioning com- 
mittee, Horace E. Wetzell, chairman, Cleveland; of the sepa- 
ration of contracts committee, Ray L. Spitzley, chairman, 
Detroit; of the committee on standards, George P. Nachman, 
chairman, Cleveland. 

Mr. Nachman also presented in a paper his outline of the 
probable trend of air conditioning for home use. Mr. Wetzell 
emphasized that the heating contractor is the logical outlet 
through which the sales of air conditioning can be increased. 
George H. Dickerson of Chicago, a director of the associa- 
tion, told of the work done in Chicago in developing stand- 
ards for air conditioning. These standards were submitted 
as a guide to the national association which voted to endorse 
them. Mr. Zink told of studies being made to facilitate com- 
parable estimating of the cost of welding. 

V. L. Sheldon, chairman of the resolutions committee, pre- 
sented resolutions calling on contractors to refrain from 
selling unless they also made the installation, and another 
resolution supporting the work of Mr. Zink and his asso- 
ciates in connection with federal legislation. 





NAeecr 


(Continued from Page 52) 


H. M. Reid, president of Standard Sanitary Mfg. 
Co., Pittsburgh, and Walter J. Kohler, president of 
Kohler Co., Kohler, Wis., and former governor of Wis- 
consin, will address the convention 

Because of the legislative activities of the National 
Association of Master Plumbers in the past year, an 
invitation to address the convention has been extended 
to several members of the Congress. 

A report on the code of fair competition and the divi- 
sional code authority will be given by Robert J. Barrett, 
executive director. A meeting of members of the divi- 
sional code authority has been planned to be held in 
Chicago immediately prior to the national convention. 
By the time this meeting is held, it is believed that future 
activities of the government concerning the recovery pro- 
gram and codes of fair competition will have been de- 
cided. It is expected that Mr. Barrett will be in a posi- 
tion to bring to members of the industry a forecast of 
what the intention of the government is with respect to 
these activities. 

Routine business and the election of officers for the 
coming fiscal year will conclude the final session of the 
convention on Thursday. 


SPLENDID ENTERTAINMENT PLANNED 


“We want everyone to leave with a _ recollection 
of a pleasant and happy time at the convention,” says 
W. T. Merryman, chairman of the entertainment com- 
mittee. 

Taking a cue from the spectacular entertainments 
which characterized the Worlds Fair in Chicago, this 
committee has made every effort to arrange for the 
diversion of the delegates and guests. 
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GAS or OIL Fired 


Automatic Water Heaters 


Over Eleven Years of Successful 
Production and Distribution 








Manufacturers - Agents - Jobbers 
Dealers 


Write Us at Once for Exclusive 
Territory and Sales Plan 


KoiL-LEs HEATER (0. a 

















CORCORAN 


ONE-PIECE STEEL 


Bathroom Cabinets 
a 


The original and only one-piece steel cabinet 
No Cracks No Seams 
No Welded Joints 
100°, Sanitary L-asily Cleaned 
43 Beautiful Designs and Models. A Cabinet 
for every need. Send for Catalog 


Warehoused in Baltimore — Brooklyn — Chi- 
cago—Dallas— Montreal Philadelphia and 
San Francisco 








Manufactured by 


THE FRIES & SON STEEL CONST. & ENG. CO. 
COVINGTON KENTUCKY 
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PUT YAGER’S TO THE TEST! 


youve tried it 
youll never be 
without it. So that 
you may judge it 
for yourself, we 
suggest you send 
for a sample can 
of YAGER’S 
today. 
oe 3: ALEX R. BENSON COMPANY, 
-; INC... Hudses, New York 
oe? For list of distributors 
see McRae's Blue Book 
Sales Agency for Canada 


Canadian General Electric 
Co., Toronto and Montreal 


Countless plumbing contrac- tors 
tors have discov- 
ered the wisdom 
. the true econ- 

. of using 
YAGER'S Solder- 
ing Salts on every 
soldering job 
Once you've put 
YAGER'S to the 
test, on the job 
you too will follow 
the lead of these 
other contrac- 


YAGERS 
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NIPPLES 


Thomas Devlin Mfg. Co., Inc. 
Burlington, New Jersey 


ASK ANY RECOGNIZED JOBBER 

















" ~ 
There’s a Reichert | 
Float for Every Tank 


Reichert Solderless Copper 
Floats assure better service 
for your customers and more 
profit for you. Made of heavy 
gauge sheet copper, they last. 
The pat- 





and last and last. 
ented seam and spud _ con- 
struction makes them the 
strongest on the market. They 
are thoroughly insnected and 
tested and guaranteed leak- 
proof. Write for free folders 

on the entire line of floats 
and rubber tank balls. 


| THE REICHERT FLOAT @& MFG. CO. 
2238 Smead Ave. Toledo, ws 




















SALES ARE SOARING 
FOR RED JACKET DEALERS 


The reasons — 


@ The outstanding line of Shallow Well 
Water Systems- Quality and Lowest Prices 


@A Deep Well Line surpassed by none for 


Efficiency and Popular Price. 


RED JACKET MFG. CO. oavenrorr, iowa. 











Your Stay in Buffalo 


will be more restful, more convenient, more 
economical if you live at the Hore, Lenox. 
Quiet location, 5 minutes from downtown. Com- 
fortable rooms. Splendid meals. Satisfying ser- 
vice. Rates: $1.50 to $3.00 per day per person. 


HoTEL LENOX 


140 Nortu Sr. 
CLARENCE A. MINER, President 


Near DELAWARE 


eo emp et me ee oe 
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On Monday evening there will be a reception for the 
delegates, members, exhibitors, members of the women’s 
auxiliary and guests. Mr. Merryman suggests that dele- 
gates arrive in Chicago on Sunday or Monday to be 
on hand for the Monday evening program. 

Delegates will get an opportunity to view the matchless 
skyline of Chicago from the vantage point of one of the 
largest boats on Lake Michigan. The SS. Theodore 
Roosevelt has been engaged for a moonlight tour of the 
harbor and nearby Lake Michigan. There will be danc- 
ing and theatrical entertainment on the boat. 

The entertainment features of the convention will be 
climaxed on Thursday evening with the brilliant Presi- 
dent’s Ball in the grand ballroom of the Hotel Stevens. 

An immediate increase in the sales of plumbing, heat- 
ing, and allied equipment in the Chicago territory result- 
ing from the attendance of the public in large numbers 
at the exposition is the object of the strenuous effort 
now being made by Rupert J. Weber and his sales pro- 
motion committee, with the assistance of the publicity 
committee, of which Norman J. Radder is chairman. 

In addition to advertisements in the leading Chicago 
newspapers and spot announcements over the radio sta- 
tions, there will be placards calling attention to the expo- 
sition and its health features in 3,100 Chicago street cars 
and on 900 platforms of the elevated and suburban lines. 

Alexander Murray, of Twin Falls, Idaho, only living 
charter member of the National Association of Master 
Plumbers, has promised to attend the convention. 

Delegates and members who expect to attend the Chi- 
cago convention are urged to make their reservations at 
the Hotel Stevens immediately. Although the Stevens 
is the world’s largest hotel, with 3,000 rooms and 3,000 
baths, it is expected that the record attendance for this 
convention will tax its capacity. The procedure in 
making reservations is for every delegate and member to 
get a reservation card from the local secretary. 


EVERYTHING WILL BE UNDER ONE ROOF 


The constructive program, the spectacular entertain- 
ment features, and the scenic beauties of Chicago will 
make this a convention long to be remembered. Not 
least among the many unusual features of the convention 
is the fact that everything will be under one roof. Not 
merely the convention itself and the exposition, but most 
of the entertainment features, too, will be in the Hotel 
Stevens. 

So well equipped is the Stevens that it will be unneces- 
sary for any guests to leave the hotel during the time 
of the convention. A unique feature of the hotel is a 
plavground for children. Thus those attending who have 
young children should by all means bring them to the 
convention. They may play every day in complete safety 
in one of the world’s finest playgrounds. There is no 
additional charge for the use of the playground. 

Delegates to the convention will be guests of Crane 
Co. at its Corwith Works all day Friday, June 28. Spe- 
cial entertainment will be provided for the women who 
do not take this trip. 

The Corwith Works covers 160 acres. Practically 
every department in the works will be opened to the 
visitors, including the testing laboratories and depart 
ments where novel processes and machinery are at work. 
Guides will accompany each group and explain every 
activity. 
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S eenta for 
each word in- 
cluding head- 
ing and ad- 

dress. Count 
seven words 
for keyed ad- 
dress. Mini- 
mum $2.00 for 
each insertion. 
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One inch 564.00. 
Cash must ac- 
company order. 
Cepy should 
reach us eight 
days in ad- 
vance of pub- 
lication date. 











Situations Open 


——— 





WANTED — SALESMAN — UP STATE 

New York territory. Cast iron plumb- 
ing and heating specialties. Commis- 
sion basis. Address Key 158-D, “Do- 
mestic Engineering,” 110 _ 42nd St., 
Room 819, New York, N. 





ENGINEER 


et manufacturer, central West—ten years 
market—wants young man with proper 
engi education, boiler expe- 

rience. Also oil burner and stoker—willing to 
start on reasonable basis and grow with com- 


~ en 
Waud Be gen rful opportunity for right man, posi- 
tion Pa now. In answering give full infor- 
mation as to experience, age, minimum salary 
would consider. Address Key 156-D, “Domestic 
Engineering,” 1900 Prairie Ave., Chicago, Ill. 





Lines to Handle 





MANUFACTURER WANTS FEW MORE 

salesmen or distributors calling on 
hardware plumbing trade, wholesale 
or retail. Few territories open. Good 
side line going big. Every woman 
wants one. Should make $6. 00 a day. 
Dept. 2, 890 St. James Ave., Spring- 
field, Mass. 





WANTED—SALES REPRESENTATION 

for new line of malleable iron fit- 
tings. Made to Federal Government 
specifications. All territories open. The 
Toledo Fitting & Manufacturing Co., 
East Broadway & W. & lL. E. RR., 
Toledo, Ohio. 








Lines Wanted 





WELL ESTABLISHED MANUFACTUR- 

ers’ representative with a good clien- 
tele on the Pacific coast is open for a 
few additional lines of plumbing and 
heating materials. Address Key 154-D, 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago, Il. 





FOR METROPOLITAN NEW YORK, 

line of radiator valves and staples. 
Active organization with twenty years’ 
personal contacts among jobbing trade. 
Address Key 157-D, “Domestic Engi- 
neering,” 1900 Prairie Ave., Chicago, Ill. 





Additional Lines Wanted: For Metro- 
politan New York and northern New 
Jersey. Fifteen years’ personal contact 
with plumbing supply jobbers selling 
brass, pottery, pipe and fittings and 
heating products. References furnished. 
Address Key 155-D, “Domestic Engi- 
— 1900 Prairie Ave., need IIL 








For Sale 





eo 


FOR SALE— ESTABLISHED HARD- 

ware, paints, plumbing and tin shop. 
Address H. C. Kamholz, West McHenry, 
Il. 





Representatives Wanted 





WANTED—SALES REPRESENTA- 

tives for eastern seaboard on com- 
plete line of hot water heaters (U-ele- 
ment type). Prefer those representing 
kindred lines calling on the plumbing 
and pee trade. QUAKER CITY 
IRON WORKS, Richmond & Tioga Sts., 
Philadelphia, Penna. 


We want a high class representative 
in every large distributing center to 
sell on a liberal commission basis—the 
new “PLYMOUTH” SOLID RUBBER 
INDUSTRIAL TOILET SEAT. Fa- 
vorable and large acquaintance with 
architects, contractors, jobbers and 
plumbers is essential. This is a new 
and better, fully guaranteed, ALL 
HARD RUBBER SEAT with a hinge 
that can’t work loose. An attractive 
list price with liberal discounts will 
make this seat appeal to every buyer 
who wants high quality at reasonable 
cost. Tell us all about yourself in a 
letter, to be held in confidence, ad- 
dressed to 


NEW PROCESS RUBBER CoO., Inc. 
hnssommonned Mich. 


Wanted to nn 








WANTED TO PURCHASE —~ CASH 

paid for used Pittsburg, Hoffman, 
Ruud, or other coil type automatic 
water heaters. Must be cheno. Address 
Key 149-D, “Domestic ineering,”’ 
1900 Prairie Ave., Chicago, tg 8 








Books for Your Trade Library 





101 PLUMBING AND HEATING 
TABLES. The book contains as com- 
Plete a set of working tables as has 
ever been published. It answers auton 
and accurately, practically every kin 
of plumbing and heating Ne eo 
which could possibly be answered 
a table, rule or chart. Is well ew he 
Has 48 pages. Size 8x11, bound in 
cloth. Price postpaid $1.60. 


500 PLAIN ANSWERS at DIRECT 
QUESTIONS ON STEAM, HOT 
WATE VAPOR AND VACUUM 
HEATING. By Alfred G. King. Covers 
the science and general practice of 
heating including modern systems of 
modified heating explained in a series 
of plain questions and answers with 
tables, rules and poneres | information. 
It makes a splendid text-uvook for the 
apprentice and an ideal reference book 
for master fitters. Has 253 pages, oxs, 
bound in cloth. Price postpaid $2.5 


OIL BURNDBR HEATING — DISCUSSES 

oll burner wry problems from the 
sale of the job to the operating Iinstal- 
lation. Every chapter in the book is 
built upon direct questions asked by 
heating men. Testing problems worked 
out show what should be done to test 
efficiency of installation, how to com- 
pore cost of oll or gas heating, how to 

nd heat losses, how combustion cham- 
bers are built, what to do when chang- 
ing from gas installation to oil burner, 
how to figure oil consumption for year, 
etc. Can be used on practically any ol! 
burner installation, and much of the 
information it contains applies also to 
gas burning bollers and to stokers. 184 
pages, 5%x8%, bound in cloth, price 
postpaid $1.00. 











ALT’S HOUSE HEATING PLANS—BY 

Harold L. Alt. Will give the heating 
contractor the very latest information 
for use in designing and installing 
heating systems for bungalows, resi- 
dences, garages and combination store 
and apartment buildings. All of the 
smaller type of structures. It includes 
design for all of the various boiler and 
radiator systems, data on accessories 
and gives full and complete layouts. 
Progress within recent years in the 
design and manufacture of heating 
equipment has been so great that small 
structural heating system installations 
present entirely new and different prob- 
lems. These are solved in this book. 
208 pages, 5%x8%, bound in cloth, price 
postpaid $1.00. 





QUESTIONS AND ANSWERS ON THE 
PRACTICE AND THEORY OF SANI- 
TARY PLUMBING. < R. M. Starbuck, 
Vol. 1. Drainage and Venting..... $3.00 
Vol. 2. Hot Water Supply and Cir- . 


te a cl ee a a ee .00 
Vol. 3. Practical Wrinkles........ 2.00 
Vol. 4. Drainage, Venting, Septic 

Dt £. eee cencgenentiones nebo .00 
eae . 7.00 


These four books are among the most 
popular in the trade. They deal in a 
thoroughly dependable way with mat- 
ters that come up right ——- They 
are excellent for journeymen for daily 
use and while prevern« for examina- 
tions. The author, Mr. Starbuck, is an 
outstanding authority. And he has the 
ability to put what he knows on paper 
so that it is eeu understood. These 
books are well illustrated throughout 
with good drawings. It’s a set of books 
that every plumber should have in his 
library. Size 6x9, bound in cloth, price 
postpaid, per jvolume $2.00; four vol- 
umes fer .0 


Donenevec ENGINEERING 
Books Sent Parcel Post Prepaid 
1900 PRAIRIE AVENUE CHICAGO 











Miscellaneous 
WELDING AND CUTTING EQUIP- 
ment, approved Underwriters, new 


and rebuilt, $25.00 to $65.00. Plumbers 
should have welding outfits. WELDERS 
SUPPLY MFG. CO., Central Parkway, 
Cincinnati, Ohio. 





Job Tickets, Time Sheets 


Contract Blanks, Estimate Sheets and other 
printed forms for plumbers our specialty. 
Reasonable prices and prompt attention to 
inquiries and orders. Write for samples. 


LOUIS FINK & SONS CO. 
Scheel Bulliding, Laurel Springs, N. J. 


PLUMBERS’ BIN LABELS. SEND FOR 
free samples. HADDON BIN LABEL 
CO., Haddon Heights, N. J. 





PATENTS AND TRADE MARKS 


Patent and profit by your inventions. 
Protect your most valuable assets. Ex- 
pert personal service. Lester L. Sar- 
gent, Registered Patent Attorney, 1115 
K Street, N. W., Washington, D. C. 
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Check these features of the G-E 
Motor for Domestic Wa; Systems 








sy 








Compare it, point for 
point. . . See for your- 
self why it’s the great- 
@st motor value ever 
offered to help you sell 
pumps 





1 Hich starTiNG 
TORQUE—breoks 
away heavy 
loads. 


2 LOW STARTING 
CURRENT—starts 
directly across 
the line. 


3 ABILITY to 
operate under 
low-voltage 
conditions. 


4 HIGH maxi- 
mum torque. 
Starting, pull- 
up, and maxi- 
mum torques 
are excellent. 


5 runs coor — 
has excellent 
ventilation, the 
result of ad- 
vanced design. 


6 DESIGNED for 
maximum de- 
pendability 
and long, 
care-free’’ op- 
eration. 


7 orip-PROOF— 
protected from 
falling dirt and 
water. 


8 EXCELLENT 
commutation— 
an important 
factor in suc- 
cessful motor 
operation. 





q LONG brush 
life. Here, too, 
quality mate- 
rials contribute 
fo minimum 
maintenance, 


10 compcete 
LUBRICATION 


SYSTEM—oil 
throwers, re- 
turns, and filters. 


11 minimum ar- 
TENTION TO LU- 
BRICATION— 
large-capacity 
wool- packed 
bearings. 


12 Eno-PLay 
SILENCERS — 
built into the 


motor. 


13 Permanent. 
LY CURED WIND- 
ING TREATMENT 
—will not soft- 
en under heat. 


14 winoinc 
TREATMENT RE- 
SISTS water, oil, 
and mild acids 
—svuitable for 
use even introp- 
ics. 


15 weavy STEEL 
BASE—gives full 
support to mo- 
tor. 


16 mountine 
DIMENSIONS IN- 
TERCHANGEABLE 
with G-E odd- 
frequency, 
polyphase,and 
direct-current 
motors. 





17 rotation 
changed by 
brush shift —a 
valuable aid to 
convenience. 


18 can Be eas. 
ILY reconnected 
from 110to 220 
volts, or vice 
versa. 


19 perrorm- 
ANCE matches 
requirements of 
pumps, com- 
pressors,and 
industrial ap- 
plications. 


20 BUILT to 
withstand 
heavy service 
under adverse 
conditions. 


21 ease stots 
provide quick, 
easy, and sim- 
ple adjustment 


of belt drives. 


22 PRECISION 
MACHINING on 
air gap and 
ring jour- 
nals contributes 
to uniform per- 
formance and 
long life. 


23 SIMPLE, 
STURDY, non- 
corrodible 
brush mecha- 
nism, with con- 
stant spring 
tension, 


24 EXTRA. 


HEAVY SHAFT, of 
highest-grade 
axle steel. 








25 wetoen. 
STEEL CON- 
STRUCTION com- 
bines strength 
rigidity, an 
light weight. 





26 provision 
FOR EASY IN- 
SPECTION of 
commutator 
and brushes. 





27 ABILITY to 
handle high 
momentary 
overloads. 





28 avaitaBle 
in drip-proof, 
totally en- 
closed, or 
splash-proof 
designs. 





29 avaicasle 
in 1/6-, 1/4-, 
and 1/3-hp. 
ratings, Type 
RSA; 1/2-hp. 
and larger, 


Type SCR. 





30 an carneo 
REPUTATION— 
Types RSA 
and SCR are 
the outstanding 
single-phase, 
high-torque 
motors. 





3] Backed by 


General Elec- 
tric's long ex- 
perience in 
manufacturing 
many millions 
of fractional- 
horsepower 
motors. 





32 suitt BY 
GENERAL ELEC- 
TRIC. Address 
General Elec- 
tric, Dept. 
6-201, Sche- 
nectady, N. Y. 








070-59 


GENERAL @ ELECTRIC 
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A+ B= 
New business 


‘Take item A...that’s Revere Copper 
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Water Tube, 99.9% pure copper and 
rust-proof, It comes in three types (K, L 
and M) which meet various corrosive 
conditions and price considerations ...and 
is available in Hard and Soft ‘Tempers 


to take care of new or replacement work. 


Now add item B...Streamline sol- 
dered Fittings. When installed by the 
skilled plumber, these fittings provide leak- 


bea ng ie Catan Mak ag 


proof, vibration-proof, permanent joints 


without threading because tube and fit- 
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tings are matched to very close tolerances. 
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A + B bring you new business because 


they are modern, reasonably-priced ma- 


ate Aah Cepeg green yin 
mare. Ag 
any - 


terials that satisfy your customers... and 


pr gen 


ee 


yet they give you a fair profit. 


« oth ws, 
pie te ee Bee? 


Try these products on your next job. 
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Executive Orrices; 230 Parx Avenug, New Yorw City + Mitts: Bartimorez, Mp. + Taunton, Mass, 
Rome, N. Y. 





C Copper and Brass 


INCORPORATED 
Founded by Paul Revere 1801 
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